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Of Judge Taff is Fast 


Being Com- 


pleted 


SLATE HAS BEEN NAMED 


Senator Knox Heads the 


List for Secretary 


of State 


Herrick May be Placed and Secre- 


tary Garfield May 


be Retained. 


Washington, , Dec. 19.—^President- 


elect Taft is making progress in the 
construction of his cabinet. Having 
found in Senator Philander Knox ot 
.Pennsylvania, a man worthy to be tihe 
successor of Elihu'Root as secretary 
of state, makes it less 
difficult 
lor 


him to select such of his official ad- 
visers as have not" yet oeen cnosen. 
Following are the cabinet officers al- 
ready designated—tnat is to say, un- 
officially: 


•Secretary of State—Senator Knox ot 


Pennsylvania. 


Secretary of War—Luke E. Wright 


of Tennessee. 


Attorney-General—George W1 Wick- 


ersham of New York (probably.) 


Postmaster-General—F. H. 
Hitch- 


cock of Massachusetts. 


Secretary of Agricultural — James 


waison of Iowa. 


Secretary of the Interior—James R. 


--Gariield of Ohio (perhaps.) 


The qualification as to 
Secretary 


G-arfield isrmade for the reason that 
While it'seems likely he will be re- 
tained in. his present capacity, it is 
not yet certain by any means. 


Had Representative 
Theodore B. 


Burton of Cleveland, been willing to, 
consider seriously the question, of be- 
coming secretary of the treasury, in- 
stead of remaining in -the senatorial 
race in Ohio and obstructing the path' 
of Charles P.' Taft, 
'brother of 
the!- 


Fresident-eiect, Garfleld would 
have] 


become ineligible for reappointment. 
It is possible yet tnat he will retire 
on the fourth of Marcn, but this will 
be only in the event 
Dhat 
another 


Ohio man is 
picked 
for a Cabinet 


porttol'-o. 


For secretary of the treasury Mr. 


Taft has several men under consider- 
ation, nameiy, 
Postmaster-General 


George Von L. Meyer of Massachu- 
setts; Robert Bacon, assistant secre- 
tary of state of New York; Myron T. 
Herrick, ex-governor of Ohio, and B. 
F. Swinney, president of the First Na- 
tional bank of Kissa^ City. Mo. 


The men to wiom >'ie >'.s giving the 


most thought just now are Meyer and 
Bacon, with Colonel 
Herrick 
next, 


tohould the ex-governor be invited to 
take the place which Secretary Cor- 
telyou wiil relinquish at the close of 
the Roosevelt administration, it would 
signify that a Western man 
would 


succeed Secretary Garfield as the head 
of the Interior Department. Protests 
against the appointment 
of 
Bacon 


.have been received by the President- 
elect for the reason that, prior to n'.s 
entering the State Department, he 
was a junior partner of J. Pierpont 
Morgan, it being asserted that this 
would bring the treasury department 
altogether too close to Wall street 


Augusta. Ga., Dec. 19.—Myron 
T. 


Herrick. former governor of OMo, is 
mentioned as the next secretary of 
the treasury. Judge Tafl 3s said 
to 


nave practically decided on Herrick 
for 1lie position. 


NEXT SECRETARY OF STATE. 


PHILANDER 
KM OX. 


Present Senator from Pennsylvania, who wiMLbe the leading member of 


Presiuent-eleet Taft's1 Cabinet. 


NEXT WEDNESDAY NIGHT 


Boys and Girls Working for fash Prizes—They 


Will Appreciate Help from Their 


Friends-4he 14 leaders. 


While many of the boys and? 


in the Advocate contest brought sin 
new subscriptions yesterday, the rel- 
ative standing of the 14 leaders re- 
mains as it did 24 hours ago. 


The contestants are cJosely Bunched 


and a little extra effort may easily 
piace one now down in the list well 
towards the front. 


The contest ends next Wednesday 


nsght at 8 o'clock, so only three work- 
ing days remain—-Monday, Tuesday 
and Wednesday. 


Each new 5 weeks' Daily subscrip- 


tion counts one pome. Tflis costs the 
suDscriber 50 cents. A 
tea 
weeks' 


subscription (?1.00) counts the con- 
testant 2 points, 15 weeks' 3 points, 
etc. 


One hundred dollars will be given 


by the Advocate in 14 prizes. In case 
of a t.e the prize will 'be divided. The 
prizes range from ;?25 to $2.50. 


Had the contest ended this morning 


the prizes wiuld have been, awarded 
to these boys and and. girls: 


1—TecKla Ruff, 193 Jefferson street. 
^"w'"W'Nrf-X>-Krf-x*-'ifc<'^rf"^'XX%^Xrf'^*.fc^M»^%rf''>^"»^^xX*»S. 


SENATOR WHO WILL HEAD 


SECRET SERVICE INQUIRY 


„ Washington, 
Dec. 19—Senator 


Eugene Hale as" axrclng chairman of 
the appropriations committee has 
promised a. searching investigation of 
the United States secret service de- 


Kl'KF HKA!>V FOR SKXTKXCK. 


San Francisco. Dc:x 19—AV> R;jef. 


convicted grafter, appeared in court 
1<v1ay to receive seatenoo, 
VHorneys 


arc- making ST> effort to stav the sen- 
tence arid delay further ect:on in the 
cn.?o. The offense is punishable wiln 
or? 1j 1 * ye-ars. 


Sentencing -was 
postponed 
until 


next Thursday. 


.SALOONS TO HOVE 
" 
ACROSS RIVER 


Parkersbur? W. Va., D-:c. IS—As 


*• result cf Mar^lta, O., goin^ dr>. at 
yesterday's r-lcciiori. a movement ha-s 
been started to have ?n3oons in W)!- 
IJamsJotra. aercsc 1hft ri.^r from Mar- 
io! la. 
Tcmi'trance people will fight 


this. 


part-nH.it in response to Senator Ald-| 
r5*jf« rc-^hition. The resolution re- 
sulted fiom 1h" clause in the Presi- 
dent's nu-'fflffs rolativo to the ac> of 
Congr^s ]iiniling the fcope of 
t!he 


scrrol strvi.o force. The Senate win 
Lis -1 ij.ion knov-ing what tpceial on- 
oratnes 1ha 
bureau 
has ein^loyed, 


•what the> wrr^ enijiloj<"d for and at 
r,ho*-o <3irfctioTj they vcro placed on 


ni payroll. 


HAS 


Washington, Df-.- 19— TJotn ho«res 


.idjournal this af'ern^on until Janu- 
ary 4, 


2—^Andrew Goebel, 338 West Locust. 
3—John Callan, 69 South Fourth. 
4—^Ken Comistord, Hebron, LrMo. - 
5—George Winters, 45 South Fifth. 
t^Rojr-Kiefef, 3? NorOrFilfh. 
7—John Papanek, Seroco street. 
8—Will'.am Giblin, Serocco street. 
»—Wilbur Gault, 245 Boylston ave. 
10—Harold Vogel, 286 South Second. 


. 11—Wm. Schopen, 373 Woods ave. 
^ 1^-Frank Ryan, 54 Dewey. 


13—Florence Loewenaick, 29 East 


Liocust. 


14—Charles Mast, 342 Buckingham. 
Some of the other contestants have 


been."sawing wood"'and saying little. 
I'ney may figure in the contest a -lit- 
tle later. 


Tnose who do not win prizes will 


be pa'id for every new subscriber they 
secure. 


Now is the time to work. It's over 


next VVtednesaay. The prizes are worth 
the effort. Get busy now. 
- New subscriptions may be sent or 
brought to this office and votes cred- 
ited to any one of the candidates. 


bX>.^H^^^^.^^fc^^^^V^^i^X^*»/->i^'H^>^^^^^X^X^^^M'>-^X-^"'^^ 
WOMAN TURNS 


OUT TO BE NAN 


New York, Dec. 19.—The death of 


.Lena Becker, a supposedly 
woman 


cook, revealed that she was formerly 
one of P. T. Barnum's bearded ladies. 
"She' proved to be a man. 


POLICE 


May Work "Reconstruction" Test on 


Mnie. Stcinhcil. Suspected of 


Several Murders. 


Paris. Dec. 19—Unable io get a 


confession.from Mine. Steinheil, sus- 
pect •£?! of the murder cf her husband 
and mother, fhe police are to try the 
"reconstruction" tesi. 
Paris police 


have this manner of "sweatinc" sus- 
pects "developed 
to a wonderful dc-J 


gree. The en*5re crisis may 6e en-! 
acted in the Steinhe:i apartment, and 
Sfme Stelslieil "I? a -witness to the 
grewjomc picture. 
\ 


ANOTHER 


Is Added to the Fast 


Growing Dry 


Column 


WASHINGTON GOES DRY 


BULLEIS FOR ROOSEVELT'S BUNT 


AND TWO MEN WHO AID HIM 


Thirty-Seven Saloons, 1 


Distillery 1 Brewery 


Affected 


Places in Hancock County Must 


Close Pending Courts' 


Decision. 


OPTION ELECTION RESULTS. 


Dry Counties 
60 


Wet Counties 
a 


Marietta, 
Dec. 
19—-Washington 


county joined the 59 other dry coun- 
ties by voting- dry yesterday, making 
the three-score 
by a m'ajomy of 


1,402 in a total vote of 11,000." 3Iar- 
ietta gav ethe wets a majority) of 
311, 
Tlie county, districts, with few 


exceptions, gave large 
majorities. 


There is great rejoicing 
among the 


temperance people. 
Thirty-seven' sa- 


loons, one brewery, one distillery and 
two beer agenlcies ar.e affected. 


CLOSE PENDING DECISION. 


ICol'umibus, Dec. 19—The saloons in 


Ha>nicock county Trill not he permitted 
tq.Treni'ain open "pending; the decision 
df the Supreme court as to the const:- 
tu'tionallty of. the -Rqse qounty local 
option la-w. 
Tfiat^fiTunnai" refused 


tShe injunction asked -for by the at- 
tofney representing Jacob Gassman, 
of Findlay. 
The question of consti- 


tutionality -will be passed upon when 
the case is reached in its order by the 
court. 


BOATS PURNSH WET GOODS. 
Manchester, Dee. 19—-Since 
the 


banishment of the saloons from this 
ilaee undor ttoe provisions of 
the 


Elose law. Kquor is sold openly from 
gasoline Boats plying 
Mie river in 


rront of the town. As tne proprie- 
jors of fhese boats have taken out 
rovermnent licenses to sell, the an- 
iliorities are at their wits' end in an 
effort to stop the traffic. 


WET GOODS SEIZED. 


,Weliston, Dec. 19—The first ar- 


rest under th£ searcJh 
and 
seizure 


clause of Che Rose local option law 
;ince the county voted cry was made 
lere yesterday 
when 
the grocery 


store conducted by Micnael Corkery 
was raided and two barrels and two 
iu'gs of wet goods were confiscated. 


Washington, Dec. 19. — This cut 


shows some of tho ammunition Presi- 
dent Koosevclt will use to Kill big 
game in Africa. The three cartridges 


I and the pierced block of steel are re- 
l produced actual size. The steel plate 
•«s five-sixteenths of an inch, thick, and 
the hole in the center of it was made 
by a soft nose, steel jacketed bullet 
hred from a 35-caliber auto-loading 
rifle. The large cartridge shown in 
tne cut is to be used in a 12-gauge 


FIRST DRY VICTIM. 


Zanesville, Dec. 19—Less than 36 


lours after the saloons were closed 
here an arrest for the violation of the 
Rose law was made, the victim,being- 
Loren Cameron, a Butcher. 
He is 


cfoargyd w.'th having given liquor to 
Roscoe Morrison. 
He will be ar- 


raigned today. The miiuirmni line Is 
$50. 


shot gun. The shell carries a heavy 
charge of powder ana a conical lead 
bullet weighing a traction more than 
two ounces. It is designed to stop an 
elephant at close range. 


The two men in the picture 
are 


Charles D. Waleott, secretary of the 
Smithsonian institution, and J. AlHen 
J_ionng, the 
Smithsonian natural.st. 


Mr. Loring, who will accompany Mr. 
Roosevelt on the hunting trip, is an 
expert shot and has tailed wild game 
in many countries. 


COL. TAYLOR DESCR 


HANGING OF CAPT. HANHSN 


JAIL BREAKER 


ESCAPES AFTER Kll^IXCi DEPU- 


TY MARSH A I* AX1> WOVXIV 


IXG TWO OTHER-?. 


Fosse in PitfMiit and Man Will Prol»: 


ably be Lynched if ric iv 


Caught. 


HORSEWHIPPED 


Two WoMcn Who Ol»j<Tt to a Ory 


Worker in Xow York Ci'jr 


* 
Apply t!w tiasJi. 


Xt-v York, DTC. 19--H. T. Haga- 


m«n, of LaVrwood. N. .1., who has 
been conducting a fishi again?' 
=a- 


Hoons and advoratine A dry county, 
">»a< hor*-pwh'iipc»l Ijy two women to- 
day. He {.skel that the license of a 
7.'oman engaged 
in Celling b»er at' 


hons-es from 
wagons, 
b™ 
revok* 


»TS of fie •woman, Mnxie 


on the street and attacked 


j« wftiT)=:. 
Hag'.jmaH vra<; roni- 


to flee 'nto a •=;tor' 
> for 


tion. 


K.glwe. Mo , Dec. 19—' 


to lynch him if captured, ciiiwiis are 
on the trail of a man who e-ca w 
jail after killing D^nity 
Marsh ill 


Magnidcr and 
wc^nding 
Marshal 


Prank Cain and Earl 3 


While the search is on a guard sur- 


rounds the jail, whkl) holds two ?>ais 
of the escaped ni.m. 
It \~, bf'H-*v<3 


that he is wnunduJ and his capture is 
expert*"*!. 
The me-n war-? searched 


be-fore 'j^ing put in 'na c»31s, nil! one 
had a revolver confc?k*d. 
Magrud": 


started to enter 11ie ceil] of the 
<•=; 


capt-d in«-:n when h»» was sho. dead 
Cain aniH youns? Masni'Jor w1"^- th^n 
{•hot and the man ^( 


PRESS POST MIVMiKU I»K.\D. 


Cincinnati, Her 1*1—Frr-d fl Hnr- 


ris, 23. ^en^ml Tnana^Ar if th^ To- 
]«jn'bn«5 Press Post, died thi</ morn- 
ing of pneumonia in a hospital hers. 


Union City, Teini.. Dec 19—M*>n| 


who nercr dropped a tear, .vent like 
Children today when Coi. R. K. Tay- 
lor, G2. feeble, v.ith tvhii.e :ia;j- haog- 
ing about hia shoulder,,, toll bjtween 
sobs, of the ki'l'ng of Captain Kan- 
kin, bv West Tennessee n.-^-k riders 
on the night of Octrbc-: 19, ij' 
thv, 


trial b<!fore Judge Jon°s. Cjl. Ta\)oi 
told how he an<3 Capi.ii.'i Rujkia had 
con° to the Walnut los; hoit'i, howl 
they y.\T«' awahencd by from 2^ to 
3-"« marked men and mar< hod "naif a 
mil*- to a deserted spot i,lon^ 
the 


iakc. 


"They 3rd us under a forked mje," 


said Colonel Taylor. "Th^y sal 3 they 
were going tn kill us. 
Tboy threwj 


th? -end of a rope or°r the branch of( 


(^WHAT IS 1T?~) 


a tree PUG" tied the other end around 
the neck of Captam Raiikin. 
Then 


they pulled him up. As his feet left 
the ground, he cried, 'Oh, gentlemen, 
don't do HUT, you'ro 
kiiiin^ 
me.' 


Suddenly I hcarci a gun shot aud saw 
a hole in Captain KauKin's coat. 
I 


made i dash for the lake and stayed 
undo- wrier till my brra'lj gave out. 
I cfuic ';p on the other side of a log 
which they filed at." 


!3> io'd hc'.v Ir; -,v.sitc.l until 
the 


ri'7'r riders, ih'il»i;i^ 
h';n 
killed, 


went a*A,y. 
He w-iii"i! -;ome hours. 


then niadt h:s way inl'j Like counli. 


Capinin 'laylor -«aid nf1cr Captain 


lianKin was hiinjr. ho made his w.ij-' 
by tlie hght of the stars until morn-' 
ins:. He was nearly de<id of th'rst 
when ho ^topped at a house he lo- 


Buys 50,000 Rifles 


and Prepares 


to Fight 


SUSPECTS 
TREACHERY 


Will Move to Sanitarium 


for a Week's 


Stay 


Reports Say That Dutch Fleet 


Will Extend Help to 


Revolutionists. 


Berlin, Dec. 19.—Upon receipt of a 


cablegram from an adherent in Ven- 
ezuela that acting President 
Gomez 


had proclaimed 
himself president, 


President Castro immediately placed 
an order for 50,000 Mauser riffles. 
If 


the suspected treachery of Gomez is 
confirmed Castro with his adherents 
will plunge Venezuela into a civil war 
to regain 'his power: 


President Castro will move to a 


sanitarium 
tomorrow for a week's 


sray. He wttll be put on a diet and 
have to stop drinking for the doctors 
to make an 
ex-animation later. He 


has rented the entire sanitarium for a 
week. 


.Reports say the'Dutch fleet off Ven- 


ezuela is ready to aid the revolution- 
ists in the war against Castro. Hol- 
land Us anxious to see Castro put out 
of power. No official notification 
to 


Holland that Venezuela had declared 
war .has leen made yet, 'but if true • 
Holland will demand indemnity In a 
final settlement of the dispute. 


MAY TAKE HAND A>TIJ ENDEAVOR 


TO STOP LAWLESSNESS OF 


NIGHT IHDEJRS. 


Tin-cats Have Been Sent Through the 


Mail :uid Uncle Sam May be 


Heard From. 


Union City, Tenn., Dec. 19—The 


federal government may be called up- 
on to stop t!he lawlessness of night 
riders in the western 
part of the 


state. 
Prominent citizens continue 


•to receive iforeatenmg letters. These 
may 
bo turned over to the postal 


authorities and an effort made 
to 


roach the offenders for misuse of the 
mails. .Many people receiving Jetters 
are afraid to tell the authorities, for 
fear o£ violence at me hands of the 
night riders. 


MOTHER 


Of Murdered Girl Believes That Man 


Who Killed Her Was 


Insane. 


Boston. Dec. 19—Edward Fiermaii 


of Somcniile, says 
he gave Maud 


HarUy, murdered by James larmon, 
a ring not long ago. 
This it 
is 


thought, may be the ca-.ise of Ham- 
mon shooting the girj yesterday. The 
girl's mother says Hammon has been 
acting qaeerly of late and she thinks 
him insane. 


Pound in a B3fl"'kc!yii!i 


to F 


around-a-rosy. 


"„:'".!. 
H - s.J 


lucht r-der1- r 
i-on now undor arrest 
CASEWt 


v3r-r 
of 
the 


G.'rrct4 John- 


OVER XM/,S 


F< ]='iirr. L 1, T^r 11 Tlornlon 
nViii11 H^::i 
~< ""I no' 'h 
r~>T hi*, fntc' 
li. <"hn^inis=; f'Tv, ;>"M! 'iv I.TS- plan 
of 1h« (J'Mr n =• •" 1^ .'iiii nn tli^ <a«<* on 


FIFTH FIRE IN 


TWO MONTHS 


Upper Sandusky, Dec. 19.—The fifth 


rays'enous fire in two months, near 
\anLi3C, occurred early tlf-s morning 
wlhen tne barn of R. L. King was 
trarncd. Five horses. 290 sheep. 400 
tiufthels of oats and Si"* ins&beis of corn 
were destroyed. 


* • I>IT n lufo^n 1 hi- 
in 


O7 ] 1 i' 'T ] T1"1 O 
11' \ 
-• >V 


si m'r; 
r I OlSOMXG. 


1. 
With 


Tn' H, if i- nr I1!" f.^p" 
IK - i1] 'i 011 fl r- "•] 


as a suspect. 


MAY EXHUME 


GIRL'S BODY 


lioston. Dec. 
If.—Arlington ceme- 


tory n'UJiorities may permit "he cor- 
oner to exhume the body of Ca..iennf 


<^.errr. 12 and determine the cause 


of de^th. Mary Kosher, the mother. 
is now under arr'*«T siist>ected of the 


. i 


lHflCfliVt« 


r 
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The All'retta Danclug 
club 
will 


dance at Assembly hall on Christnide 
night. 


•Mrs. Walter l-'erguson was Hostess 


to the Tuesday Eucnre club this week 
at her home m St. Clair street. 


Mrs. Sarah 
Cotfmau 
entertained 


about 75 members of "White Carnation 
Have, Wo. 68. at the Wonderland the- 
atre last Wednesday atteruoon. 


The Art Embroidery club met on 


Thursday atternoon. with -Mrs. C. K 
linnoif tin Maple avenue. Alter sev- 
eral hours busily spent with work, 
luncheon was served by the iiostess, 
alter which they adjourned to meet 
again. January 7th with. Mrs. Gus 
Monanan of Holiday street. 


The lollowing mutations were is- 


sued this week: 


Phu Sigma Chi 


Dance 


Assembly Hall 


December 30, 190S 


Marsh. 


The Monday Talks convened this 


week and the following program was 
given: 


The Present Day Florida—Mrs. A. 


B. -Crawford. 


'Digging the Panama Canal 
"Under 


Army Supervision—Mrs. C. A. Fern. 


•Current Topic—-Mrs A. W. Rose- 


braugh. 


• 
^ _ 
"" 


Tie Afternoon Bridge club was en- 


tertained Tuesday atternoon by Mrs. 
VVJilliani Maholm at her Hudson ave- 
nue home. The contest concluded 
wjth the award of tropuues to -irs. H. 
B. Anderson and Miss Lulu May Bar- 
xick. The club gucsis were 
Misses 


.Lillian Miller and Lulu May Barrick. 


The Tuesday Bridge club wss en- 


tertained by Mrs. Edward Kibler ati 
her tome in Granv'jile street this 
week. 
Tiie game proved entertain- 


ing and the trophies were awarded 
-Mrs. Frank Webb and Miss Charlotte 
JN'eal, while Mrs. Frank Menon 
re- 


ceived the guests' souvenir. 
i 


The following were club guests: 


Mrs. Thorp. Mrs. Fred Wright, Mrs. 
JVJterion, and Miss Isabel Thomas. 
'i 
j 


the 
on 


by Mr. and 


J. B. Heatwole in honor of their 


•on Owen. 
Games and music were 


the amusements of the forepait of the, 
evening. 
A delicious 
lunch 
waj 


served and the latter part of the eve- 
ning was spent in pulling taffy Owen 
received a number of beautitul pres- 
ents. 


1He guests were: Emerson Miller. 


Cnarles Gray, Xcrris Taylor, Sidney 
Jones, Arthur Hagg, 
George 
"Wise, 


.Paul Bieberbacn, Archie McFarland, 
Leonard Richardson, Ralph Halder- 


i, Ernest Crawtord, Charles Zip- 
r, Owen and Carl Heatwole. 
J 


Mrs Charles Hempsted was a \er-table 
picture in ner bridal dross of fitty-t\vo 
years agone. her h.iir dressed with an 
enormous Siiell comb. Mrs. Newton, 
of courte, was much commented on 
in her own wedding finery. 


There were present during the aft- 


ernoon several other 
couples 
who 


have travelled together lile's journey 


decoratlomt. 
After the Hour of sew-] 


niK u dainty luncheon was served to 
the following: 
Mesdames 
Varner, 


Komers. Urubuker. Cieeii. Glassmeier, 


u miner," Masur, Coftman and -Uavls. 


The guests of tho club were Mrs. G-eo. 
Lest-ier and Airs. A. McEleney of Chi- 
cago. 
The next meeting will be at 


the home of Mrs. George Glassmeier, 
..j \Vest Main street, Friday, Janu- 
ary 8. 


remainder ot the evening was picas- 
aiHly bpent \\ith games and music. 


Miss Luml was presented with 
a 


beautitul spoon. Irom the class 
by 


Mr Kent, who made a very 
little address. 


Tlios« \\no enjoyed Mrs. 


Mnclie' 
['"Hue1 


On Monday.evening Mrs. iS. Cary 


Norm entertained a number of friends 
at her North Fourth street home. 


The entertainment was of a musical 


nature and a dainty 
refection 
was 


fitting seived duriag '">he evening. 


l 
The follow'.ng were guests: Messrs. 


Bennett's and Mesdames Fred Richards, 
Oarl 


Mubelle Dayton, 
Fletcher Scott, Benjamin 


NEW YORKERS 


GETTING READY 


FOR CHRISTMAS 


Wlmt Becomes of All 
tho 
Pretty 


ExlUbited luid Not Sold. 


Need of the "F«x>l Killer." 


Van Alia 
May Hendricks, 
Harry Kexrothe, 


lor more than fifty years. Mr. and 
Mrs. 
James Thomas celebrated their 


golden redding six years ago. Mr. 
and Mrs. Henipsted two yeais ago; 
.Mr. and -Mrs. David Thompson, 
one 


jear ago. and Mr. and MIS. R Snide, 
last month. 


Ho:i Vm E Mi'Ier rscisied in re- 


cenng the gentlemen gu?st? 


Mr. and Mrs. Henry Montgomery 


also were present, 
wbo 
sixty-two 


jears ago plighted their troth. The 
day -was memorable for Mrs. Mon*- 
gomery in that it was her eightieth 
birthday. Mr. and Mrs. Babbitt, a'so 
present, will celebrate 
their golden 


wedding next July. 


A feature of the occasion was tb.e 


appearance of the Elks fcn a body— 
some two hundred 
They had 
be'en 


their 
annual banquet 
at 


i- Hall and came with 
their 


Verne 


NVise, Dr. Best, and Artnur Davidson 
of Granville, Wallser Franks of Co- 


School for Girls 


an elaborate dinner party was given 
Friday evening and among the guests 


Martin of this city, 


charge of the primary de- 


partment of music MI 
the 


schools at the'present time. 


(By Sarah .Barrick Walker.) 


New York, Dec. 18, 1908. 


Jiust as many silly things in the 


sho'ps for Christmas gifts this year 
as ever. The sort of things you rush 
'dowai at the last minute and snatch 


Itees UP furtUely, with the guilty premoni- 


tion that you are about to perpetrate 
a felony. Not yours, is even the sav- 
ing grace of being able to write, "My 
dear, I hope you will like the -little 
§;it; I made it for you .with my otwn 
fingers." 
(If 
you were .presenting 


"my dear" with a Carnegie library, 
you .would call it "a little gift" just 
the same, and. you would modestly 
vouchsafe "to hope" my dear would 
"like it".) 


|W!hat becomes of all the array of 


useless and inartistic 
forms which 


dangle on hundreds 
of lines 
for 


weeks 'before Christmas? It is out;ol 
the question to believe they all fifod 
purchasers. The yards and yards of 
satin and lace made up into silly pin- 
cusnkras—surely these, for example, 
must sooner or later, betray tne rav- 
ages of time; take on a dingy aspect 
—^-in s'hort, become shopworn 
and 


represent so much 
dead loss. 
But 


even so—what becomes of them 
It 


seems a great pity that, since there 
are souls which seem to yearn 
for 


these 
fancy 
work 
prizes, 
they 


shouldn't receive them 
at jiust the 


Newark 


-Mrs. Glenn "entertained the Wednes- 


precise moment before dissolution— 
just the instant before they are cart- 
ed avaw as unsaleable. 
You doubt- 


less recall, in a 'book whieli came out 
some years ago—I don't remember 
what it was now—a,bluff old English 
gentleman had a stock farm -in which 
he took great pride. He made it h:s 
practice at one time to go each day to 
the stable and lift a. certain young 
calf off the ground. He said off course 
the time would -come "when he would 
no lo'nger be able to do so, but that 
it would be very interesting, for rcn- 


CHARMING BLACK 


Simply constructed 
but 


fully fetching is this modish hat of 


day Afternoon Thimble club at the douDteAiy it WOuld come aibmi't in a 
home of her daughter, 
Mrs. 
Tenny day,s t]-,me_ 
That he -yfOu^ 
gf) 


Rees in Buena Vista 
street on the on^ 'day and ^e aWe to ijft ^e 


club day. Ihe rooms we're arranged usnait and that before the very next 
-Mth holly "and OhrLstmas oells and ,jay 
gfte -would take on just 
the 


the members of .the club exchanged weight beyond his strength, and he 
gifts. An elaborate-supper was served ,-would not be able to lift her again. 


members and' <following guests: 


Mrs. Gorby and Td&s John Sachs. 


sofi black French beaver. It is one 
large models, and the 


i beaver is so rich, it 


So I presume it may be with these 
needlework atrocities. They come out 
season after season; are 
displayed 


The Sorosis Embroidery 


a: the nozne of Mrs. S. H 


club met 
Chambers 


Miss Bmma^Ankele was 'hostess to gay after day, when suddenly some 


the Photozeteah club this afternoon one bats their eyes and looks at them 


requires little foreign adornment, at ner nome'in South:-Second'street sharply and says: "WHy fhese things 


r and a huge American beauty ^rose is -rne prOgranl given -was"as"foliowsr 
arerawful; take theta a>way." 'But 


~ 
Roll call—What I want for -Christ-, just the same, when it's all said and 


I done, most of us would keenly feel 


Christmas 
in 
England — Jessiie' the lack of t!hese same little well in- 


Brown. 
1 tentioned [presents, which have come 


Christmas Story—Martha Flurshutz. to *e a part and .parcel of the Day. 
I have no suicidal mania, (hence I 


"hesitate to speak of the Fool Killer, 
lest namirig h im by name should 
conjure up his sudden apparition. I 
can't fancy what he is aT>out these 


'Monday Aremoon Sewing club at her'Amends dancing school mil be the days. I myself have seen him miss a 
, . 
, „ , , _ , 
, enter- 


artistically fastened on right ot 
brim at top, and on left side it_ is 


The Carnation Embroidery club met placed near bottom, almost touching 


at the home of Mrs. C B Markham the hair. 
in Bovvers avenue, 
ihursday alter- 
—^~^^~ 
-•— 


noon. 
Light 
refreshments 
were Cooley, Maud Sanford, Margaret Ben-( 
. 


served at the close of the business nett, ~Lou.e Davidson, l^sie Manches-. tteaflme Ada i>imms. 
session. Mrs. Sarah Harner was the ter. Rachel Khoads, Martha Harts-1 Miss Ankeles S*^ were 
guest of the club and the next meet- Horn, and Mr. F. C. Kent of Granville.;Jo^ Ankele and Miss Ida Davis. 
ing will be held at the home of Mrs.' 
-—5—— 
. 


Del \\hite in Bowers avenue 
• ^ Jesse s Elllott entertained the 


a 
Home m High street this wee*. 
, ?rmclpals m a 
p 
. , , 
ter 


^^ ^^rmmtshieiL Fri- nooT ^n they ^il give 


ia Eas Mam street, Pnday afternoon. 
afternooll at fier home ln ^,ebb ture Adding. 
r 
to 


of snining marks. If I were 
mller looking for a day's 
it in ahnr- 


.trogressive club on Wednesday after- 
noon of this week at her Hudson ave- 
nue home and the following program 
was on the calendar: 


"And 
the shuttle in the hands of 


Fate, weaves to and fro, drawing witn 
jt the threads of human life and 


" "thought."—Burnef. 


Frances Hodgson Burnett — Miss' 


£thel Brillhart. 


Frank R. Stockton—Mrs. 
Judson 


1/cwis. 


Current 
Events—Mrs. Edward S. 


-Miller. 


The guests of the ciub were Mrs. U. 


C. jones, Mrs. Fulton Van Voorhis. 
.Mrs. Anson Wh.te, Misses Irene and 
Helen Jones. 


The fiftieth Bedding anniversary of 


Mr. and Mrs Joseph H. Newton, which 
was celeorated on "Wednesday, was 
the larges' social event of the week. 
Their hosts of friends contributed to 
make the occasion memorable. Aside 
from the stream of callers there were 
congratulatory letters, telegrams and 
cablegrams: there were gifts of silver. 
glass, gold, books, china, brass, pic- 
tures, and marble. The Elks sent 
a massive library table: on this stood 
a beautiful electrolier with a Tiffany 
shade, tne giff of a number of friends. 
A mahogany and leather clnir. the 
very essence of comfort, was bestowed 
by other fr.cnds. and the gorseou« 
flowers everywhere in evidence wre 
gifts Iroro friends abroad as wen «vs 
in, the ri1y. 


In addition to Jhe other guests as- 


sisting, coffer wa» poured <iurinjr the 
a.lernoon and 
evening 
by Mrs. 


Havens. Mrs Burner, and Mrs. Priest, 
the last 'JH her wedding gown of 
thirty odd years ago—a b^uliful 
ashes of roses Txjplin. Her li=nr was 
dressed in th" Jashion of other flays 
with two Trios' b**comins mrK <r-ir<-e-- 
Sng her ncrk. Mr? Charl** Schn^Wey 
of Condit. Ohio, woro 
n-^r weddinc: 


of whi'o of more recent data. 


luncl^on was served bv th- 
' 


Col. 
i^i.ff H 
liosebrougn received 


the tollowmg announcement of 
the 


wedding of Captain 
Tiffin 
Gilmore, 


who is well known in Newark: 


Francis A. 1". Specs 


announces the nnimge of his 


daughter 


Mrs. Margaret Lou se Wells 


to 


Tiffin Gilmore 


Tuesday, December the fifteenth 


one thousand nine hundred and eight 


95 West Tmrd avenue 


Columbus. Ohio. 
. 
j 


Captain Gilmore was the rPzimental 


adju'ant of the Seventh Ohio regiment 
of Volunteers, war 
with 
Sp.'-n, of 


wnich Company G of Ne^^rk was a 
part. The captain is also a member 
of Sam \\iliiams Camp -No. ::;. I nred 
Spanish War Veterans of 
This city, 


ln<> Spaaii-h wir boj.-, all wi?h 
the 


cnpta n a lone and happy journey in 
"double dn'y." 


*•" 
1 


On last 
smmKiv 
ov^nins. a sur-{ 


prite w^.-< ])!..nnt.d by Mr-; C.jl f?if"l? 
?.3id .-IT*. Koy L^niz <m ih° Ijtier's 
mother. Mr>. 
Fionk 
llm-c-hart 
ot 


UcCrow 2,-vcmie, 31 h, inc h'r birthday 
annnT^-jry. At s'-v* n o~:o<k ;i nsjm- 
bor of jniit^d "i3r^"s o]-wn"(3 "h0 d'1^!" 
snd took 
jiof^f.^'-'oii of 
lh<* honi". 


Xetdl^--. to PT:«. Mrs Kinou irt 
wns 


CJinpH1"]^ sin prisrd Imt -viir soon rf- 
ali7^d t'io <- tmtion -.nul vr^vd a <1^- 
3:chtTiil no^-trs1- 
ih" 
ovfninc 
"*\ as 


fiunt in mn-io «:rid to3T«< reaiiin un- 
til tci) ot!<i<k wlK'ii si] -sKf-T^ jn'it^d 
to thr (jinmc room wtrro an t-Jabir- 


V."if loJlov. Ing PJHV.->. M* ~d niK -• Kant- 
h irt. Ho^-rj], 
l>ntz, 
Ho.«d, 
K' jty. 


i>K'gl^-, Cf'^r.inn, Vx"'i-,-. <"'-<lr M^inll. 
Ko-,vni3n. nnd 
M<- 
<~~r,<. l/nt/.. Kianl., 


t. lnrlc,=: and Kn d )vn 


nie Johns. 
Lray, Mrs. Erne Shamp, Mrs. Measure, 


3lrs. Grimm. Mrs 
Whitehead, Mrs. 


Walter Ashley, Mrs. Henthorne, Mrs. 
Hattie Faust, Mrs. One " Burk, -Mrs. 
tilery. 
Mrs 
Faust received the 


prize in the guessing congest and Mrs. 
Kllery received the prize in the game, 
after which a two course lunch was 
served^ 


The Coterie club was pleasantly en- 


'erta ned by Mrs. S. D. Brooks at her 
home in North Fourth street on Fri- 
day afternoon. The program was as 
loiiows: 


Paper. "Catherine de Medici"—Mrs. 


Jason \\olle. 


Paper, 
.oan of Arc"—Mrs. Edward 


i. Johnson, 
- 5|^j 


Timely Topics—M;^. Glancy. """ 
The guests were Mesdames K. K. 


.Moore. Ceiia Hirsr. Ida Myers, John 
\\KKh-ini J. J. Cnlly. L. N. wraflley, 
George Bowers. T. C. Coulter. Hiram 
Brooks, Misses Ella Kay. Lena Br.ll- 
flart. 


i> 
^ 


On Tuesday evon'ing Miss Liscy en-' 


tTtained the t'niiy Reading circle at 
h"r homf n Morri? stn'et and the fol- 
lowina: projr.nn was giicn: 
_ j 


"If tflou -nouldst view fair Mclrose 


Go V.-sit ]1 by tne pile moonlight; 
And. lioni" r^turnin". .-oolhH swoar. 
Was never s^eno s» ^,jd Ann ifiir!" 


Quoiat lon.^—Clins' nias Thoii"]]* ^. 
John Knox and 
tho Kirk — Mrs. 


blood, so to 
be complete and the minister, John 
Fuller, will read the service at three 
afe } Tne aucfcioneer was a COUrt 


o'clock in Assembly hall. 
jester type af mail and his humoi- 


Miller, and the groom, James Hamill.I 
ry br0a<i 
He had a 


Miller, and the groom, James namill. I ,audience whicn .was also an ap-precia- 
The following 
have 
been 
chosen tiTe one_ They laughed Whenever he 


oi'-de's maids, Martha Grace 
Mill«r, j paused for them to lau'gh, and other- 


Adele Koos, Elizabeth Claytor, Eliza-\^TjSe g^orwed themselves to be amia- 
beth Kibler, Marie 
Shallow, 
and Die anij well mannered. But a much 


Blanch Seigle. The groom will be at-j emibarrassed young man, who 
em- 


tended by 
Frederick 
Koos. The iph'atically swore ne had no wife—nor 


matron of honor will be Helen Fuller,! yet any "rag" (wMch in -poriate ;par- 
while the maid of honor is Thelma' lance is construed: to man "lady 
Mazey. 
'friend") bid in a set of silver, 
for 


Theodric Xeal has been chosen for i-winch he subseqeuntly averred he 


the bride's father, and Carlsule Con-,'had as much use "as a hen for tooth- 
rad. Marion Besanceney, Wilson Rose-1 picks". A youthful bride and groom 
brougn and Kenneth, Koos have been -were there—the -bride making nut- 
chosen lor the ushers. 
' 
I terin€ and filtile efforts 
to engage 


Ihe ribbon 
bearers are 
Virginia' husband's Interest in something real- 


Browne and Mary Rosebrough. 
The & useful for the D<^ home—a tea set 


of the tiny bnde and her at-J«* two-and-a-quart«r. or the very box 
*_ ^,n u» _,„>, 
t~ ^^,-7_ +h«> of silver gone glimmering 
into the 


DOINGS IN THE WORLD 


OF FASHION. 


The variety and beauty displayed 


In ttoe ready-made blouses this fall 
Is one of the noticeable features of 
the season's modes. Pretty whlto 
blouses have always been plentiful 
slnpe the separate blouse first en- 
tered the field, but if one wanted a 
chic colored blouse en suite with the 
coat-and skirt, it was necessary to 
have It made. 


The best of *.ae models are ex- 


pensive, daintily made of fine ma- 
terials and beautifully embroidered 
In sllka^or soutache, but "even at the 
prices charged these waists are less 
expensive than they would be U 
made to order by a dressmaker ca- 
pable of designing and carrying out 
such work. 
Net is perhaps the favorite ma- 


terial', for these blouses, though 
chiffon, mousseliae de sole, messa- 
line, liberty, crepe, silk voile and 
various ' other' modish materials are 
used; but when one says net one 
opens the way for a host of widely 


• dissimilar 
effects. 
There 
are 
so 


many kinds of net—big mesh, little 
mesh, medium mesh, fish, filet, octa- 
gon, 
silk, cotton, dotted, plain, fig- 


ured striped, barred—the list seem* 
interminable. 
Perhaps the net used is rather fine, 


e. Brussels mesh, and the orig-'nality 
of the model is entrusted to th- elab- 
oration lavished upon this unpre- 
tentious 
surface. 
Fine 
soutacha 


braid, often 
combined with em- 


broidery,' in silks,- is the favorite 
trimming, a monotone coloring be"- 
ing preserved, and frequently almost' 
the entire blouse will be covered 
with such embroidery, with folds, 
piping, cords, or bands of silk or 
satin, for 
finish. 
- 
^ 
The French models, as S. rule, have 


the color of the blouse continued in 
the guimpe, as well as in the > 
sleeves, but there are exception* to 
this rule, and a touch of white or 
cream near the face is so much more 
becoming than the dark net that 
American women are b> no means 
accepting resignedly the French ver- 
dict in favor of the dark guimpe. 
Even among the smartest French 
models one does find +his concession 
to the becoming made occasionally, 
and the sensible woman will choose 
a light guimpe unless she has a com- 
plexion beyond reproach. 


We saw one charming-idea in gray 


chiffon. 
The heavily embroidered 


part of the blouse was cut very low 
and filled in -with a finely tucked 
tucker of semi-transparent chiffon, 
laid over^white, the white continu- 
ing in the guimpe and collar. 


Another notion much fancied is 


the filling in of a tow cut blouse 
with heavily embroidered net or 
satin in gold or silver, or vivid col- 
oring, the pin tucked or plain net 
of the guimpe being set in over this 
embroidery, so that the latter gleams 
through the fine meshes, while above 
the embroidery the net shows the 
tint of the flesh. 
Long, light, transparent sleeves 


of net or chiffon, tucked or slightly 
fulled, are used in the smart blouses, 
but sleeves with over and^ under 
sleeves are rattier' more modish now, 
the plainer tucked sleeve having 
been quickly commonized because of 
its extreme simplicity. The over- 
sleeve idea affords more latitude for 
originality, and incidentally it helps 
to disguise an ugly arm, and gives 
a little more weight and appropriate- 
ness for wintry days. 
The over sleeve, however, must not 


interfere with the desired effect of 
length and slenderness in the arm. 
It is almost as close fitting as the 
tight, long under sleeve, and if 
draped at all has folds of the closest 
an3 most clinging sort. 
Naturally, designers are racking 


their brains for novelties and varia- 
tions in the long sleeves, and as a 
result many fussy and unbeautiful 
effects are displayed, but where a 
truly artistic and original note can- 
not be secured, it is wise to hold to 
some plainer design. 
, 


tendants will be elaborate, while 
boys will be in full dress suits. 


When Bees Beat Troops. 


It is on record that a swarm of bees 


as weapons of war were used not ouce. 
but twice, and with the best possible 


Thcmiseyra. in Pontws. 


was be<;ic5c<1 b-v 
lbc Kouians 


employed turrets, ^built mounds and 
m.Kic huge mines beneath the city. 
While tbf-y were creating the mines 
Jlie i»eoi«le of 
down 


lhroua;h <hc rarih Jo tbc mines and 


in JJjxw the Koman workers bears 
<.tJjor wH<3 nisiinnls. lofrcJhcr with 


a swnrnj of !x>es. HK«*ry repeated il- 


thc Dalies and 
3]1 


Solo—Iioliin Adair. 
AMir-yc- of }vr>i]nnd—>?T-.« M Burch. 
rovenanlfr^—Mrs, Khmds. 
I 


mode ttacJr at^ck 


nl>"«t i 
fr> eentiries sJn^e. The 


c Hie prosrr.im a most 


wns 
nJlios, 


p tv.nter 


^ a 


by lbc {- 
some 


•tried stones and boil- 
1'ic J>ej.Ji^;ers wHbonl 
resource they collect- 


GoodhalrSoap 


r.s I'.r-nnctt 


i of 
1h<> ,-V 


in 


My 
3>avi-? 


h-jp^l - 
jor of 


' rv< d 1li^ <hili Tn^mlK-r 
5; an*] follow- 


]g " jr.<ts: VSJ'Uim<'«; l,r££;<\ TeTiny 
!<•'-"•. H.irrv Sot-1, Sim Sirhs rrank 


Conrad, rh jrics War- 


alter fil nil tly lx«fbivf<; ami upstt thorn into 


fly <MK-my''s rnrap benofllli the city 
v.iill. This ba<1 th" effect of making 


k, and it is re- 
«o to 


c<>nl«l that tin* enemy were so badly 
*><i'nt: Hint thoy could move neither 


Marv 
Ma r^ar ft 
s oi South Slavonia 3 


seldom Mthr—the VOITH-H never. 


Sold en«jaaraiitei. Was ar1Ktinlly dC'or^t^d in 1Tie <lnl) 
i~hf 1'TiwilJT? m^l at the 


S'oiii'i'oa T+ rr>)ors- <"3J5ary and lavejndfr 
Dainty .Mr« 
MPCCJO Vim^r, 
North 


iptofarez, j 
han-l-p-j nto-d pla<-<> (;irds. al«o 
1h« siwt. Kn<1ay afternoon. 
The 


«*»«^15hi;ololir*a*(<lal) colors, soatod iho gwev?. 
The ua« T>^ 1 iy ^rran^dl with .<••• 


J 
i 


of 


Pino 
Pile*; Cured in 9 to 14 Days 


PAZO OIXTMKXT i* K«arantc«! to cure 
of IJoluns, BUnfl, Blc^mg or 
any 


refunded. 60c. 


PSIes Jn 6 to It d*ys or money 
tn • 


gone glimmering 


hands of the reluctant but deter- 


bidder aforementioned. 
But 


no, the young husband was astute 
and most skeptical, so long as tackled 
in the open. But when the wiley auc- 
tion-man offered him a box with the 
invitation to bid "sight <unseen," then 
'heard he his master's voice and went 
after it 
like a faithful 
retriever. 


Again and again he was raised by a 
man whose chief aim in life appeared 
to be the attainment 
or anything 


reajly desired l>y anyone else, (in an 
attack of after-wits. 1 now perceive 
that he was the faithful employe of 
the establish men t, serving the useful 
purjrase of raising the bid.) 
In th s 


instance the youthful husband's judg- 
ment was justified, if a particularly 


"stone" set in a cheap 


"brooch is a really desirable adjunct 


got caught up in the char- 


iot of Jhe spirit of the thing and bar- 
tered away several large rotind d»l- 
lars for some cups and saucers. Tht 


themselves are not so bail, biiJ 


tho dollars, alas, were perferlly good 
and much 'harder to get. But why 
dwell on 
a painful 


Fool Killer was not there and those 
of us who weie are spared yet a 13t- 
!]<• longer. 


H Tnpy be tWat in this season 


"No fairy take's or witch hath power 
to charm." tb« Fool KlITer is not reg- 
ularly engaged in Ins cmplov—"so 
gracious: and so hallowed 
3s Jhe 


time". 
> 


A COMPLETE FOOD 


's 


CA Highest Awards in 
J\) Europe and America 


Registered 
U. S. Pat. Office 


A medical writer says: 


Baker's pure cocoa acts as 
a gentle stimulant, invigorat- 
ing and correcting the action 
of the digestive organs, fur- 
nishing the tody with some 
of the purest elements of 
nutrition. 
Walter Baker & Co., Ltd. 


DORCHESTER, MASS. 
Established 1780. 
. •» 


A 
MERRY 
CHRISTMAS 


FOR WOMAN'S EYE 


K-I-H-H-H I I I I M U MI I I I-H- 


BARBETTE THAT STICKS 


Teeth Hold Hair Ornament in Place 


and Prevent Loss. 


There is already 
a woman's back 


comb designed so as to retain Its place 
in the hair. It ha« remained for a Mas- 
cnnsetts man is to tarn out a barrctte 
with the same virtues. This tarrette has 


SO FEAR OF TIN OPENING. 


I row 


-with the ha*-li. TJx- pin is •wide 


to carry sn oppnlng inl« 


and fastened In the hair Jbcre 1« 


H11." ilantfor of 11K- pin <^TniTij; opfn, as 
ibo plas of most bnrrptt<«i fire pron? to 
do. ln**«nnc-'h as Ihc stranfl<! of hair Hint 


K'twfvn the iw-Jta JiP'p it In 


. There is prohably no one article 


of dress or oronnwnt itx-r" fn^m inly 
lost by a woman than a bam-ltc, and as 
tnav' «• Ibe^c arc oo«i!j- articles, sonw 
of >*!*a. indeed, oontainin? ••aliinMc }r*>- 
«>1j<, toe Importance of thh> safety dcvk* 
c»n be retdfly appreciated. 


Is sure to be the jresult 
of selecting your -gifts 
from our very complete- 
stock of merchandise. 


There is ncitliing 


quite as acceptable or 
gives greater peasure 
to the* recipient than 
nice Footwear. 


We have the grand- 


est display of House 
Slippers ever shown by 
us. Kinds for 
every 


member of the famiy. 


Trunks 
Bags 


Suit Cases 


In this department 


also we cannot be ex- 
celled. A splendid var- 
iety, from the very best 
grades down to "good 
values" at 
moderate 


prices. 


UMBRELLAS 


The finest line we 


ever shdwn — 


which means some- 
thing, as you well knowi 


Hats 


Don't forget that we 


can supply every man 
with "A Gentleman's 
Hat. 


Warm and 
comfort- 


able Overshoes of every 
description. 


The 


King 


Co. 


UAILT ADVOCATE 


JK 


PAGE THRE8. 
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J ..." * 
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JOHN J. CARROLL 


v 
t 


Home Comfort: Brighten l|p the Home 


,V"''T£? 
Around Holiday Time 
'jr1« • - 
* . 
*/ 
, 


ART 


* 
.* v^ 
S 


Rugs Make Ideal 
Holiday Gifts 


With more possibilities of 
honie comfort, than 
any 


other. 
, 


We have just added to our 


stock 


New Room and 
Small Rugs 


in new designs, just brought 
out for the spring of '09. 


We haVe marked them at 


such remarkable low-prices 
as' to enable you to make a 
present of a beautiful high- 
grade 
outlay 


at a very small 


X- I 


WE HAVE K COMPLETE ASSORTMENT OF 
BISSEE 


CARPET 
SWEEPERS 


MADE 
SPECIALLY 
FOR 


BEAUTIFUL, 


, ACCEPTABLE, 


PRESENTS. 
'NOT EXPENSIVE. 


THEY CERTAINLY HAVE NO EQUAL. 


JOHN J. CARROLL 


OBITUARY 


H-iH" 


TTXERAL OF PRICE GLYNX. 
The funeral services o\er the r°- 


mams of the late Pi ice Gflynn, -who 
was found dead 
in his 
ibed at his 


home on North Fourth street, Thurs- 
da-\ morning, was held at the Kbme 
at 1 o'clock Saturday afternoon, and 
the interment wag made in the Welsh 
Hills cemetery 


r EVA 


Eva ilay Coral Snelhn 
was born 


October 16, 1899; departed this life 
December S, 190S, aged 9 jears, 1 
month and 22 dajs 
Six days before 


she dipd, she -ft rote on the door with 
a piece of chalk, "I am going' to die, 
so good-lne ' She seemed to realize 
that she would not get well Slie was 
siek 13 dajs, then the Lord called 
her to dwell in Chat celestial Lome 
She leaves to mourn tli^ir loss, 
a 


father, mother, i>wo sisters and one 
brother 


TBIS AND THAT 


Some people are sol\lng the pro- 


blem of a Christmas gift for out ot 
town fuends by ordering the Advo- 
cate sent for a >eai The suoscnption 
price by mail in advance is f 2 50. Ev- 
eiy former resident of th's city -would 
be delighted with such a gift. 


"I .congratulate, you upon producing 


quicl^restntsilj&asi'i.he substance ot 
a telephone message from .Mr. Edw. 
Kibler this atternoon 


Mr - Kibler haSr just 'phoned a lost 


cuff cotton advertisement to this of- 


hce but no sooner hafi he done'so than 
Mr. A L Norton notified lum, that he 
haa round the missing jewel which 
had a diamond setting. 


The Advocate 
lost a chance 
to 


cnarge Mr Kibler 25 cents "for the no- 
tice but is glad to print this one tor 
nothing, and is likewise pleased that 
the missing button has "been, restored 
to uts owner 
% 


A North End family has just been 


lavored with a visit irom the Stork. 
Wnen the new daughter arrived an 
older child, aged 3, was told that the 
baby was her gift from Santa . 


I tola: San£a 


wanted a sled and if ^ie don't brtng 
it he can just take" the" baby back!-"/ 


AND HE ATE SEVEN. ^ 


A big man Irom a rural district 


stopped in front of a west side rruit 
store and 
inquired 
the " ptfce 


bananas 


"This kind 14 .for 10 cents.'_' 
"Oh, 
g'ae me a nickel's worth, I 


don't want any more tlian, T, can eat 
right now." 


turned ironT Marietta, 
-where 
they 


were in attendance at a law suit in 
which laey were interested. 


Mr. E. J McCutcheon of Lancaster 


is m me city. 


is visiting 
in 
Miss Emma Harris 


Columbus today 


Mrs Alice Bragg of the West End 


is ill with uinsy. 


. Mr'1 and Mrs. A. I. Woodward are 
visiting in Toledo. 


Mr. John Walker of Prederlcktown 


is, vis ting in the city. 
' ^Mo'/'jwairren. T_'snter was in Col- 
umEms Jbi-iday on business. 


Miss Emma Davis of Columbus is 


the gu-esi of Miss Anna George. 


TODAY'S MARKETS 


ADVOCATE CONTEST 


.Fourteen boys 
and 
girls will be 


made happy next Wednesday night 
wrten the Advocate 
"will 
award 14 


prizes amount) ng to $100 cash. 
A 


list of the 14 leaders in the contest 
appears in another column. Each new 
subscription counts in the 
contest 


The boys and girls will appreciate 
jour help 


Grain and provision, market* fur- 


nished by W. B. Sargent, broker. 
Room 1, 15 1-2 West Main street 


OATS. 


i Open] High] Low] dot 
WHEAT. 


••Mill IMMti»f ••'»( 


PERSONALS 


1111 *• 


Dec 


. .|105.6|105.6|105.2|105 3 
.| 97.5| 97.5| 97 1) 97.3 
.jlOO 31100 3J100 1J100 2 


CORN. 


July .. ..| 60 1' -60.2J 59.7] 60.1 
Dec ... . .j 56 5j 
' 
| 5G.1 


May .. . .] 60 II 60 3J 59 7| 60 2 


OAT3. 


July .. ..j 45 5' 45.7j 43.4] 45.7 
Dec .. . J 48.3J 48.G| 43.4j 48-5 


Miss Stella Ream, a student of,.—— 


Weliesley, is spending her vacation 3™ 
with her mother, MTS. J. R. Walters, 
41 East Locust street. 


Messrs. John 
Tucker, 
Roderick 


Jones 
and I N. Phillips 
have re-J 


POHK. 


-S5|15 «5|lo S0|15 82 
.17(15.20il6.17|16.17 
LARD. 


Jan 
..] 9.25! !) 25| 9 io| 9 25 
-,-] 9_ ^^i 9.47} S.42| 9.45 


are urged to follow the example of -tkotfemcls of j 
their sisters and take Cardui. 
Cardui is a non- 


mineral, non-intoxicating medicine forjvofflen. 
It! 


is for sick, weak ladies, with sick female organs. 


It Will Help You 


J27 


It is a-genuine, curative medicine, thci builds 


up the female system and relieves female pain. 


Mrs. M. A. St. Clair, of Eskdale, W. Va~, writes: 


"Before taking Cardui, I had given up all hope of 
getting well 
I had suffered for 3 years with my 


left side and was confined to niy bed, so I took Cardui, 
and now Cardui has about cured my female trouble." 


AT ALL DRUG STORES 


MVE STOCK. 


Pittsbrag. 


(By Wire to The Advocate.) 


P-ttsburg, Dec. 19— Today's cattle: 


supply light and market slow. Choice 
$6 20@6 75; prime $6 30@6 40; good 
$5 75@6 10; tidy $5 00@>5 60/ fair $4 
<?»4 7-5; heifers $3 00@S oO; bulls $2 W 
($4 50; fat 
cows $1 50@>4 25; 
good 


fresh cows and 
springers 
$2o@>55; 


common. *6 fair §2<H$25. 


Sheep and lambs: supply fair 


market steady. Prime wethers $4 
4 60; good mixed 
?4 10@4 40; fair 


nttxed $3 50@4 00; calis and common 
SI M»@2 5"; iambs $4 00@6 90; veal 
caKes $S 09@8 50; heavy 
and 
than 


and 


Hogs: 
receipts 25 double decks; 


market steady. Prime heavy $5 *5@ 
5 $5: medium $5 MW5 65; heavy York- 
ers 95 50^5 60; light Yorkers $5 
5 30; roughs ?4 50@5 25, pigs ?4 
5 09 


Chicago. 


(By Wire to The 


Dec 15— Today's cattle: 


4<»f», esljmated lor Monday 


2S/tW: "market steady 


11,0<wi, 
3or 


45,000, market opened strong 


ana closed 
weak 
Light 4 75@5 50; 
: $5 .V)gr<? ",". 
mixed $5 


heavy $1 50g»5 80. pigs ?2 


All Ne'rvoui' Worrfen dhotilcl *>£«arn 


How to Spare Themselves.^ 


The secret of accomplishing things 


in this world is to take good care of 
yourselves. 


I 
If you never oiled your sewing ma- 


1 chine would you expect it to work for 
you? 
| 
Well, it la the same thing with your 


body. 


I have a friend on the verge of nerv- 


ous prostration, and yet, although she 
suspects it, she will not rest for one 
minute. She Is on the go the whole 
time. After a day spent In shopping 
she will go out to dinner and then 
spend the evening dancing or playing 
bridge well into the small hours. She 
never takes a nap In the daytime, and 
she never leans back In an easy chair 
and does nothing. 


What can you expect her to have 


'but bad health? 


If you want to be really -strong all 


you nervous women,' spend ^ar whole 
day In bed occasionally. 


This Is not laziness, but sheer com- 


mon sense. 
' ^ ' 


Just lie there ancLdo'&othing for one 


whole day. Have your meals brought 
to you, and if you don't "want to sleep, 
why, just read some light, interesting 
novel, 


It can't be done? Qh, yes, it can. 


The household machinery can go on 
'without you for one day if spending 
that day resting means that you can 
accomplish twice as much when you 
get up again. A stitch in time saves. 
nine, but a rest In time saves one a 
big illness. 


It Is not the people who keep "on the 


go" who accomplish the most. They 
pive that impression, but they don't 
do .half as much as the quieter, more 
self controlled woman does. She knows 
the secret of sparing herself when she 
doesn't need her strength and of stor- 
ing It tip for the time when she does. 
and this wisdom" means happiness, 
health and a great deal of success for 
her in this world. 


Don't let your mind keep working 


It does no good to worry through the 
Small hours of the night You cannot 
do anything then, and In the morning 
when you can you will be exhausted. 


Remember that there is a time for 


everything and that everything works 
better when It Is done in its proper 
time, so don't worry and think over 
serious things when .you should 


3 Lines 
3 Times 
25 Gents 


Quick Results 


V< 
1 
' < 


This is a day'of results. The ''make goo'd" peo- 
ple are the valuable ones. Our time calls for 
definite, earnest work that something shall be 
done. This is the spirit back of our Want Ads. 
Users get RESULTS, quick, in a definite way— 
WHEN they want them, and WHERE they 
want them. It will pay you to keep up a habit 
of reading and USING our Classified Columns. 


3 Lines 
3 Times 
25 Gents 


WANTED. 


Wanted—One horse farm wagon. Also 


pullets Inquire at 228 Hudson, ave 
flew pnone 6042 Kea. 
19d3t* 


W anted—Horsesi to teed, close to city. 


Will give good care. Inquire Citizens 


HM7. 
19d3t* 


Wanted—^To buy 500 second-hand bi- 
'cycles, win pay highest price, w.ll 
send, buyer to call1 on you. Address 
Box 4455, care Advocate. 
12-19dtt 


Wanted—Salesman. 
Experience un- 


necessary; $100 per month and ex- 
penses. 
Aoyal Cigar Co, Chicago, 


ill. 
It* 


V.anted—You to call at McCartney's, 


.No. 7 S mtth st., tor home-made 
mince meat. 
18d3t* 


Wanted—To borrow $1,000, 6 per cent, 


two years, hrst mortgage real es- 
tate. Address Borrower, Advocate 
efface. 
18d3t 


W anted—Experienced 


Warden hotel. 


chambermaid at 


18d3t 


FORSALB. 


For Sale—'Sound, cMy broke driving 


horse, four years oW; also Iresh 
milch cow. Call CitifceHg phone 6622 
White. 
19d3t 


IXDB 


For Sale—$50 full dress suits for ?3 


hrst nve sales ?35 and a club of ten 
tor $30. Material, fitting and work- 
mansaip up to date and of the very 
best Dan R. Jones, 
ladies 
and 


Gent's Ttai'lonng. Koom 18 Lansing 
Block 
19d3t 


For* Sale—£ spring' -wagons, 1 top 


wagon, 1 top buggy and farm wagon 
running gears Rhone 6321 WhLte 
23" Karl-road street. 
19d3t 


For Sale or Trade—SPive room house 


for larger house, or small farm, 30 
to 66 acres, not 
particular "• about 


improvements; pay difference 
In- 


quire 194 S. Fine street 
19d3t* 


For Sale—R.^C. Rjode Island Red 


Cockerels-, $1 each, '* S C. "Wright, 
K. r> 1, Vanatta, O., Farmer 2oO 


• 
, 
~ 
19d3t* 


Wanted—All persons that are desir^For Sale—A four mariile,'* outside, gas 


lamp, suitable for window lighting. 
Cheap. Inquire at Advocate business 
office at once. 
18d3t* 


BPKNI> A WHOtB DAT D? BED. 


resting. 
Learn to work thoroughly 


and learn tfe rest thoroughly. One is 
just as important as the other. 


jThen there is the stomach to be con- 


sidered. Let that have a vacation oc- 
casionally. Try eating only two meals 
a day composed of the very simplest, 
most nutritious food. 
Give up pies 


and sweets for a month. Figure out 
what your system needs and find out 
what foods are composed of that par- 
ticular element. 


Diet for a couple of days. We are 


like machines, and if we don't learn 
to go easy on the different parts of 
that * machine there is sure to be a 
breakdown. 
MARTHA WARE. 


Living In Hope*. 


"I notice that Susie is going with the 


oig, blond German." 


"Yes; they seem to be Tory fond of 


each other." 


"Arc they engaged?" 
"She doesn't know, out she hopes 


they are- You see, she cannot under- 
stand him very well, but so as not to 
take chances she answers 'Yes- to 
every ojnestioa ho asks." 


The Modus Operand!. 


A girl, 
A swJrl 


Of smiles and eyes; 


A swain. 
It's plain 


Her loxe he'd prize. 


A laugh. 


He's half 


Bereft of sen«*. 


They drift. 
She s miffed 


And says he's dcaae. 


A gwJfe- 
Ful smite. 
He's in the snare. 


A sigh, 
Reply— 
She lands hJrn fair. 


Secretary 
of the St. 


Sheep and lambs: 
2<Wi; 


for Monday 25,000, market 


steady 


l>jke master like man 


Long is lo take charge 
Paul Di=pa*ch, perhaps. 


Bamboo trees do no* blossom 
e-< a-t.iin 
thei<- «<t.h \?&r. They 


produce seed nrof i^r. and die. 


ous of qualifying for a better posi- 
tion to inquire about 
the - special 


class now being enrolled 
with 


the International 
Correspondence por 


Schools 
This 
club 
will 
close 


Christmas eve. W. S. Mackey, rep- 
resentative, 2 N Park Place. 
17d6t 


.'/anted—Clocks to repair. Called for 


and delivered. Quick service. 
Send 


postal. F. A. Loar, 119 Canal st. 


ll-21dlmo* 


HELP WANTED. 


Five Dollars and more per day can 


easily be earned 
by selling 
our 


Special Men's, Ladies' 
and 
Chil- 


dren's Hosiery irom the mUl direct 
to consumer 
Experience unneces- 


sary Permanent position to reliable 
men and: women. Address Consum- 
ers' Hosiery Mills, Reading, Fa. 


18d3t* 


e—.Property 
in Utica, 
new 


house, good water, splendid loca- 
tion on good street. Will sell or 
trade for farm. Will pay difference. 
A bargain! if looked 
after 
:poon. 


Write to Box 113, R. D No. 1, Van- 
atta, O. 


For Sale— Brick nouse, 12 rooms. 44 


Locust street. 
18d3t 


JCiOSX. 


lor Sale—Two milk cows; one fresh 


last July, one last Sept. Inquire C. 
and R Slagle, N. Buena Vista st. 


17d3t* 


For Sale—Hall rack, good as new. 


Newark Loan Co., 29 1-2 S. Third 
st. Citiz phone 1526. 
12-8dtf 


For Sale—Second hand furniture and 


some old mahogany at N. Ander- 
son's storage, 126 E. Main. 12-3-^mo 


Lost—Friday evening, a package con- ^ 
r~r 


taming two lady's "white ties Find 
return, to Advocate. 
19d3t* 


Lost—.Eye-glasses on Union or West 


Alain st. Please return to 58 Union 
street 
18d3t' 


Lost—Gentleman's black.»pocket-book 


containg note for ?<JOO payable to 
R B Lugenbeal; also some bills. 
Return to this office jn.eward. 18-3t* 


CLIFF L. 


STURGEON'S 


Leaders in Groceries, 


Th*«n-"s 


nov : 


moro TOJTII 


ar>oi 
•* 


^frore will b" 


in 


tlio 


s.lor<«i 


t bo- 


fore 


THE RUSH still continues at my 


store and since I have adopted the 
CASH or 30 DAY PDAN, ALL. CUS- 
TOMERS 
ARE TREATED 
JUST 


AC.IKE. No one can sell goods at 
close prices on long time, so I have 
"cut that out," preferring to sell on 
CDOSE MARGINS and get my money 
in time to take the benefit of cash dis- 
counts. So e^eryboay1 regardless ot 
politics, religions, color or whether 
YOU ARE W!ET OR DRY * may have 
the benefit of th* LOW PRICES at 
» 
my store. 


I have SUGARED a great many 


people within the past ten days, but 
there are still a nwnvber of people 
•who have not been able to get in, so 
I -will CONTINUE to sell the best 
ARBUCKLES CANE SUGAR (not 
be«t) at 5c. in 1 to 25 poand lots, 
and there are FUbL 
25 L.BS IN 


EACH S\CK, and OXL.Y COSTS YOU 
$1.25. Some of my competitors are 


Uing you that my sacks are light 


weight and that I am giving you be«t 
instead of Cane Sugar. 
Now, every 


sane person knows that ARBUCKLES 
SUGAR 
IS MADE OF CANE, and 


that tie lettering on the sacks is RED 
and that is j«*it what I am selling. 
They mnst take yon for a fool. 


Prices on Sugar mav change at any 


lime and without notice, and the 
change wiH be for a higher price, so 
if yon are interested come at once. 


Mr James E Bnjnner, on« of my 


JTPW clprt«?, will be aJblc to talk to our 
German friends 


CLIFF L STURGEON. 


Corner Third and Church Sts. 


-New. and second hand fur- 


niture, stoves, carpets and rugs 
bought and sold. No. 11 S. Fourth. 
New phone 746. K.- Goldenberg & 
Co. 
12-3-lm 


For Rent—Five room 'house on Maple 


avenue; gas for light and heat; go6d 
well and cistern. Call New phone 
8291 Red 
19d-3t* 


i*'or Rent—Two furnished rooms lor 


light house-keeping; near Wehfle's; 
modern conveniences; $11. Call Tied 
465L__, 
18d3t* 


For Rent—fwo furnished front rooms 


xor light housekeeping 
on, second 


floor. 131 Elmwood ave. 
17d3t* 


FOB Rent—One of ihe finest store 


rooms in center of city. Inquire of 
Rees R. Jones 
17d3t* 


For, Rent—Seven room house in West 


End; $9 per month; near car line, 
school and Wehrle shops. Call 45 
Burt avenue. 
14d6t 


For Rent—Jan. 1, 1909, 22 x 80- ft. 


store room in Florentine bldg. W. 
Main. Inquire Dick Dold, 377- North 
Fourth. Phone 28$, 
ll-20tf 


Rent—Furnished 
front 
room. 


Batn, Central, near first class-board- 
ing house. One or two gentlemen. 
120 N Fourth street. 
ll-16tf 


For 
Rent—Two 
modern 
7-room 


houses, on W. Main and Maholm 
sts., West End. Call and see J. R. 
Moser, 167 Maholm street, or call 
New Phone 279. 
ll-13dtf 


For Rent—Modern double ihouse, |13 


a side. 
Paved street and- cement 


walks. Fred O. Evans. 
10-31-fltl 


For Rent—5 room, modem houee on 


E. Church st 
Enquire at Adam* 


Express Co. Rent $13 a month, tf 


MISCELI/A3fEOtTS. 


PIANO BARGAINS. 


20 cents per day up till January i, 


wall buy you a beautiful piano. Call 
in and let us explain. Win. j_ilhott, 
Aavalon clock. 
18d3t* 


Money to Loan—On farm property. 


See J N. Pugh, Trust Bldg., New- 
ark, O. 
12-2dtf 


I. M. Phillips, Real Estate 
Office, 


room 14 Lansing House. Citizen 
phone 1 on 420, Bell, Madn $12-? 


For Sale—Heinz's new pickles sour, 


dill and sweet, have just arrived at 
G. F. Saur's, 45 N. Fourth st. 


ll-21tt 


E'or Sale—Christmas-trees Tor the lit- 


tle ones Prices t5 to SOc. Call new 
phone 4731 West or 237 Central a\ e- 
nue. 
15t-th&a* 


For Sale—A new strictly modern" 


house, bath, furnace, hard wood 
floors, etc., North End; price $3,000. 
J. F. Moore & Son, Franklin 
Bldg. 


For Sale—Home made candles, 
hot 


drinjcs, 
ham, 
sandwiches, coffee, 


chocolate., etc., at the Sparta. 10-21M 


For Sale—Seven choitfe lots on 
Ma- 


holm street, ranging in price from 
$450 to $550. Call or see J. R. Moser, 
Citizens phone 279. Residence 167 
Maholm. 
•• 
6-19tf 


For Sale—Hotel Lndlow will sell meal 


tickets 21 meals for $3.50, Sunday 
dinner Included to holders 
of 


tickets. 
6-3dtf 


FOB SALE. 


in 
Central flotel, 
Roy ersf ord, Pa. 
Next door to Opera 
House. 
Doing a 


good business, and 
also a good coun- 
try hotel. No fear 
of Local Option. 
Write for particu- 
lars. 


D. F. LYNCH, 
Ro37ersford, Pa. 


12-3S-d« 


SANTA SAYS. The largest ana 


slock of Xma«! umbrellas at Her- 


mann's, tho clothier 


SHEET MUSIC. 


tnc 50c and I will send you 


sheets of the most popular up-to- 


date sheet music 
postpala 
Dav-s 


\o\clty Co., 501 Jefferson ave. To- 
ledo, O. 
15M3t* 


CITY CATERER. 


e 


Baked duck or fried chicken, pota- 


toes, peas, celery, potato salad, hot 
rolls, mince pie, dinner for six, $2.00. 
Everything furnished, dtllvered nat~ 
Will cock and serve for parties, Sin- 
ners, etc., $1.50. Best city references. 
551 North Fifth St., New phone 450. 


12-7-dlm 


PUBLIC SALE. 


To Harry Whortonbee and Mr. Law- 


rence whose first name is unknown, 
will take notice that the goods no-vSr in 
storage at Harvy Grubb and Son's 
Storage barn will toe sold at public 
auction unless the storage and trdns- 
fef charges are paid before Monday, 
December 28, 1908. 
ll-28stt 
HARVY GRUBB & SON. 


DR. A. W. BEARD, 


Dentist. 


Trnst Building, Fifth Floor. 


Room 501. 


Telephone, Office, 3121 Red. 
Telephone, Residence. 7492 White. 


ROBBEVS HUNER, 


Attorney and Connsellor-at-law, 


Newark, Ohio. 


Office—Hunter & Jones Block, West Side 
of Public Square. New phone 172. 


JOSEPH N. PUSH, 


P U B L I C A C C O U N T A N T 


and AUDITOR. 


Books Opened, Balanced or Closed. 


Audits Made. 


Telephone 2277. 


Trust BaOding; Jfewart. Ohio. 


.MAN DO 


*«y 9 
«*• »QdT. 
T»*C 
_ 
Ml* «i r«lt*Me 
Ji»»w»_ _ X«we 


Madame JosepMne teltevre; ' 
• um chcMMtifc^rui***.!*. ^ 
Smitii, Druggist; J. VT. 
by 
Collins 
R. \V. 


Son. 


SANTA SAYS 
The largest 


stock of Xraas umbrellas at 


mann's. tin 


ana 


Santa expect j 


datj. 


every a»an to do ti!s 
In Kentucky. wi<h 


I are dry. 


co«mier, <»2.i 


I1 


MR. AND MRS. FERRIS 


Caterers, Columbus. 
^ 


Branch Office at the Parity, 


NEWARK. 


We serve Weddings. Receptions 


and Parties, famishing everything. 
We make and supply Cake, Patties, 
Salads, Croqutns, let Cream, etc. 
We have China, Siher, Linen, Cut 
GUss to Rent. 


fAOB IDTTlt 
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TOE LODGES 


Odd Fellows. 


At tho regular meeting of Mt. Olive 


l&ncanijtmeut Xo. 12. 1. 0. 0. F. held 
un Thursday night there was a good 
'attend.nice of the members and the 
'Ro\al Purple degree was conferred oil 
'one candidate. 


Knights of regimental inspection at 
2 i), in., followed In the even.ng by a 
ball for all Sir Knights and ladies. 


There will bo a special 
usscm 


next Wednesday evening and all Sir 
Knights are ui'god to be present. 


Cauton Olivo. 


Tlu> entertainment by Canton Oli\e 


was a gieat 
biicces*. in 
eu>ry way. 


There were some 
fine 
recitations, 


solos and duets. The boys of Canton 
Olive wibh to thank 
everyone 
who 


At the mietin* of Xewark lodge,' ^ »art'» the Pro?ram also tHo la- 


Xo. 62.',. I. O. 6. F.. held Monday dies for the -work they did 
One ot 


•nght, there ,was .work in the first de- %* best numbers on the program was 
c,ree 
j Master Raydou Stevens, who is only 


° Olive Bianrti lodge Xo. 34. had nine years old and save a coutt)le of 
work in the second degree Tuesday "^tions on Ins violin. 
He can be 


ADVOCATE PHONES. 


Independent Line. 


Editorial Department 
59 


Business Office 
61 


Bell. 


Editorial Department 
59 


Business Office 
59 


night and \\ill have work in the third 
degree r.ext Tuesday night. 


called the child 
wonder, 
for he is 


really a wonder. 
The proceeds will 


'be used for a banner for the Canton. 


10 HOUR COLD CUBE 


Bayard Tay- 


lor. 


Dec. 19 In History. 


1562— Battle of Dreux; 


C o n d e. celebrated 
commander, t a k e n 
prisoner. 


1700 — Captain and Sir 


William E d w a r d 
Parry, famous arctic 
navigator, born in 
Bath; died 1S55. 


1807— Baron Friedricb Molchior Grimm, 


noted critic and wit, died; born 1723 


1879— Bayard Taylor, traveler and au- 


thor, died; born 1S23. 


189&— General Henry Ware Lawton. U 


S. A., a veteran of the civil war 
and the regular army, killed in ac- 
tion at San Mateo, Luzon, Philip 
pine Islands; born 1843. 


1901— Mrs. D. G. Croly (Jennie June), 


noted "woman jcuinalist acd found 
er of Sorosls, died; born 1831. 


Masonic. 


There was a good attendance of 


the memlbers at the meeting of Acme Is positively the most rapid, safe and 
Jodge, 554, F. & A. M.. Thursday efficient remedy for a fresh or chronic 
Ifght and the E. .A. degree was con- Cold, Congh, Catarrh, Croup, Sore 
ferred on three candidates. 
,Throat, Tonsilitis, Quinsy, laryngitis, 


At the meeting of Xewark lodge, Hoarseness, Cronp. Whooping Cough, 


Xo. 97, held Friday ivght the Mas- T-<a Grippe, Bronchitis and Asthma. 
ter's degree rwas conferred on several For sale by all grocers 25, So and 50 
candidates. 
'cents. Money back if not satisfied. 


The usual 
Christmas 
ceremonies 


will be observed by St Luke's Com- 
mandery, Xo. 34, Knights Templar, 
at the Asjlum at 11 o'clock Friday, 


ZH.LAH: 
Gold Medal Flour Is made on honor. . 


ROSABJII. 


ASTRONOMICAL EVENTS. 


Sun sets 4:31, rises 7:17; moon rises 


4:02 a. m.; 8:48 p. m., moon in con- 
junction with Zdars, passing 3 degrees 
north of the plsnet, from -west to east 


FAMOUS "BUILDING'S HISTORY. 


Gatherings 'n Wiich Mad'scn S^uc 


Gardsn Hs-; Pi^ycef r L.-;= P"-- 
MadisiD • '\. 'i (,.: t -i 
VL ' 
'• ji 


been pat i . C.v LMI -,S • ." ., i < al osta 
firm for «j; . :"?;£. iroi.i its < -'t 
ments, stands out Ji> o^e of the L.-.O. 
famous buildings of Xew York ciij 
from the architectural point of view. 
It Tvas designed by the late Stanford 
White, and he always declared it to be 
the stiucture which fitted in most per 
feetly with his ideals of architectural 
art. Its tower, topped by the figure oi 
Diana, for long was the loftiest pin- 
nacle in Manhattan, and although it is 


' now surpassed by its near neighbor, 


the Metropolitan Life tower, it stall 
stands pre-eminent for grace and airi- 
ness. 


The building is designed in the re- 


naissance style and is built of buff 
brick and terra cotta. It is estimated 
to have cost nearly $3,000.000. It is di- 
vided into distinct parts. The theater, 
which was opened on Sept. 27. 1890, 
with "Dr. Bill," has been under sepa- 
rate management. As a rule, it has 
been associated with light opera, such 
as "Madam Butterfly," and high class 
4arce comedy. 


Then there are the concert hall, which 


has not been used much of late years, 
and the roof garden. The last will al- 
ways be associated with the murder oi 
Stanford White by Harry K. Thaw 
durinjr the first performance of a sum- 
mer piece, "Mam'zelle Champagne," in 
1906. 


The principal part of the Garden 


however, has always been the arena. 
It is the only building of its kind in 
the city, and without it many of the 
most popular functions of Xew York 
social life would have been Impossible. 
It was opened on June 1G, 1890, with 
a concert by Edward Strauss' orches- 
tra, and every year since then for a| 
week in November it has been given | 
nj> to the horse show, the official open- 
ing of New York's social season. 
] 


In the political life of the nation j 


Madison Square Garden has played a' 
large part 
Such rallies as greeted j 


Mr. Bryan and Mr. Taft in the last' 
days of the recent campaign are ex- 
amplcs of the immense gatherings 
which It has made possible. Carnejrie 
hall may be more satisfactory to the 
speaker, but Madison Square Garden 
gives unrivaled opportunities for dem- 
onstrations of enthusiasm. 


Sportsmen, electricians, business men 


and many others have used the arena 
for exhibitions. Athletic events of aH 
sorts have come off within its walls, 
including the six day bk-ycle races. 
Barnum & Bailoy. Buffalo Bill and 
other well known showmen have usfd 
it to dclisht Xew York and its chil- 
dren, and it has ever been the one re- 
source of those who wished t<* give 
tbe people of Manhattan an entertain- 
ment on a really large scale. 


This Garden replaced an older and 


inferior structure, famous, among oth- 
er tbJnps, as being the scene of the 
prize fljrht for the championship of 
the world between John L. Sullivan 
and Charles Mitchell. 


December 23. 


Modern AVoodinen. 


Cedar Canrp met in regular session 


Jlcndaj night with all officers and 
"250 members present. Twelve appli- 
cants were elected to membership. ' 
The following candidates were found 
in waiting: 
L. V. Ulrey. J. H. Mer- 


SANTA SAYS: 'me largest and 


best stock of Xmas umbrellas at Her- 
mann's, the ciothier. 
f&s 


A Picture Play. 


nil. C. Claunch, C. L. Cagney, 
R.J 


Bond. James Hugh.es,. B. Hannum, B. ' 
\V. Boner, B. T. Patterson, 
W. R. ' 


Bourne. L. Shaw. J. F. Wince. O. IT. ! 
Easrle, H M Horn, F \. Hawkins,] 
F. O. Ol-erfield, J. B. Cyberfleld. J. W. 
Priest, R. A. Belt. C. W. Dun lap, W. 
Er-helman, E. G. DeBow, W. C. Os- 
burn and G. V. Tavener. who were 
adopted as members. The work was 
put on in a splendid manner, several 
new features being introduced. 
j 


The following distinguished visit- 


ors were present- 
Head Aud'tar B. 


B. Thomas of Columibus: Head Phy- 
sician Don C. Hughes of Findlay. Dis- 
trict Deputies Col C. X. Zimmerman 
of Cleveland. F. O. Hewlett of Cincin- 
nati, C. C. Zigler of Toledo, C. E. i 
Baker of Steu-benville. W. G Woniack i 
of Chillicothe. J. E. T. Xix, Xenia, F. ' 
Bielman of Shelby. W. H. Claven'ger 
of Colunnbus and W. S BrandrifC of 
Xewark. Col. C. X. Zimmerman, on 
behalf of the District Deputies under 
State Deputy X. C Shermirne. pre- 
sented him •with a handsome silk urn-j 
brella 
After the work was over the 


c-ommittee on refreshments served 
rhe famous oyster sandwiches of Ce-' 
dar Camp. 
j 


At the next meeting of the camp 


there will be candidates to be given j 
the work and a good turn out of the 
memlbers is desired. 


SECOND APPEABAJfCE. 


The Household Fairy. 


Knight s^of Pythias. 
! Have you heard of the household fairy 


Licking Co*mpanj Xo 121 met in VhoSs home so bright and neat, 


special a&semlbly last Wednesday ev- Who enters the rooms of hoys and girls 
ening for drill, wlrth was the best 
finds lost marbles or smooths out 
curls. 
che company has enjoyed for some Who 
c™n 
s 
ds the rent ta a ^^ frock 


ame as regards to Sir Knights pres- Or darns the hole in a tomboy's sock? 
ent and enthusiasm displayed. 
Cap- If you don't believe it is true. I say, 


tain AVollinsky gave che company a Tou 
fast drill and points in inspection, as-1 
sisted bj Major Courtney. 
f 


Attention 
is called 
to all 
Sir 


The Health Dept. 


In your bodily system Is looked 
after by millions dY little soldiers 
'n your .blood — those corpusclos 
constantly fighting for you. 


If this army is well fed and kept ' 


healthy and strong, by taking Hood's 
T 
T- 
.- 
, 
Sarsaparilla, it will destroy the unconnt- 
In Tennessee tain are b.it four 


able horde of germ-enemies that are communities when; liquor js openly 
attacking you every moment of your life. • sold. 


Hood's Sarsaparilla •will keep you j 


free from or will cure yon of scrofula, ' 
Female Bulgarian* batho but once 


eczema, rheumatism, catarrh, anemia, during their Metime 
oi the day be- 


that tired feeling and all such ailments, fore tho weddins;. 
1 


search and find her this very 


„ yot,r home. 


Tou must not look for a maiden fair 
With starry eyes and golden hair. 


j Her hair may be threaded with silver 
1 
gray. 


But one glance of her ejes drives care 
awav. 


And the touch of her hand is so soft and 
light 


TThen it smooths out a place for your 
head at night. 
If you know of some one just like this. 
My household fairy you cannot miss— 
It's mother! 


—St. Nicholas. 


JOHN J. CARROLL 


ImportantPriceReductions 


Of Women's and Misses' 
x 


Suits and Coats 


10 
Special sales of these goods continue to attract 


attention. While the selling has been heavy, exception- 
al line values are yet to be had—if you come in time. 


Here are present pricesand average reductions: 


ladies' Suits 


$18 values at 
$12.50 


$20 values at 
$15.00 


$25 to $27.50 values at $19.75 
$30 to $35 vaties at .. $25.00 
$40 to $45 values at .. $35.00 
$50 to $60 values at .. $45*00 


Long Coats 


In Itency 
Mixtures. 


Former 
prices $10, 


$12.50 and $15. (To 
close at $2.95. 


Other special lots at 


$5.95, $7.50 and $1C. 
representing a saving of 
one-fourth and more. 


SPECIALS OF SUCH UNDOUBTED'MEBIT AS 


THESE, SO EARLY IN THE SEASON, ABE TOO 
UNUSUAL TO BE OVERLOOKED BY JUDICIOUS 
BUYERS. 


STORE OPEN EVENINGS 


JOHN J. CARROLL 


Price 


Considerations 


Need not stand in the 


way of your having 


A Set of Furs 


for here Style and 
Quality go hand in 


hand with Economy. 


The variety, of 


Fine Fur Coats, 


Neck Pieces, 


Scarfs 
and 
Muffs 


to Match 


* 


is not surpassed. 


"Whatever you select, 


3'ou are certain of se- 
curing better values 


than can be found 


elsewhere. 


1 urkeys 
Chickens 
Apples 
Sweet Potatoes 


Order Early. 
Both Phones. 


Of Good Things for 
Your Xmas Dinner 


We Have Everything Needful 
To Complete Your Menu 


Celery 
•' 
Olives 
Grape Fruit 


Cranberries 
Pickles 
Oranges 


Lettuce 
Grapes 
Bananas 


Pumoldns 
Raisins 
Currants 


Fine Christmas Candies, Christmas Greens, Etc. 


U. G. BRILLHART 6 CO. 


Maple Sugar 
Mixed Nuts 
Walnuts 
Hickory Nuts 


Cor. West Church 


and Fourth Sts 


What about Jho rt-jforest-^jon of 


the Ghrisimas uve, Mr. President. 


Ice Xir.g Morv,e 


,'n jail is ? frost 
llnl 3iiV> 


TO BE FOUND AT 


HARDWARE CO 


9} 


W 


Carving Sets, 
Tea and Table Spoons, 
Knives and Forks, 
Nut Picks, 


Tea and Coffee Pots, 
Coffee Perculators, 
Pocket Knives, 
Shears and Scissors, 


Safely Razors, 
Roasters, 
Sleds and Wagons for the 


boys and girls/ 


Guns and Revolvers, 
Hunting Coats, 
Gas Ranges and Heaters, 
Fine Tool Sets. 


W 


i 
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First 


The choir' will: render a Chris'tnia 


Cantata at the mbrning^,service, at£lf 
o 'clock. Sunday i'sc!ha®*ailpLi (15 a.'ih. 
/Young people's1 : service*'•••at 6 p: m. 
(Preachihig service at 7 p. m. 
Prayer 


service Wednesday at 7:15 p. m. F. 
E. -Verac-n, .pastor, 
15C 
GranviMe 


street. 
\ 
j 
'.:•'_ 


St. Pmjl's 
Sabbath scfhobr'ait 9120 a. in.,. S. 


>P. MfcKee suipeirintendenit. Ralph A. 
Harfi'hinrao. oif Wjittenbierg coUeg^ will 
'preach both morning-,;.: and evening. 
Oh'ri.staias exepclses ' of .the' 
school will be held December 27, In 
the evening. 


First Congregational. 


(Fourth street, 
-norMi,,of L/ooust 


iRev. Thomas H. 
"Warner, .plaster.' 


Christmas Sunlday. 
Morning service 


at 10:45, itoipic, 
"God's ' Christmas 


Gifts." 
The Christian Endeavor So- 


ciety will nniite in the meetirig^of the 
'Young People's City Union at the U. 
B. church at 5:30.. Evening service 
at 7, topic, "A ;C!hri9t;mas Blessing." 
"Wednesday .at 7, meeting for prayer 
and Bible study. 
,,. . ' . - ; . - ' 
: 


t*it 


'First Church 6f Christ,. Scientist. 
lA/uditcjpium bjuildkhg,- second floor, 


Services Suriaay; at 10:30 a. m., sub- 
ject, "Is the Universe Including -Man 


j Evolved iby Atomatfo Force?" Sun- 


day school at 9:30 'a. m. Wednesday 


. evening meeting . at 7:.30. Reading 


room open- daily except .SunJ3'a$-£ 'to 
.4:30 p. m;. 
-,>,&..£.V?.. 


; , 
Holy Trinity Lutheran. 


;. Rev. a,C. Roof, pastor. ,,'Morning 
worship M 10:4:5. Sei^ix -on^ Gfya- 


Evening iW'orship .:at* 7: iSv^'^Be" H<*ly 
A'pmor." Do not iforget Mi 
1® early ser- 


vice Christmas* morning at G o'clock. 


St. John's Evangelical. 


'_ school 
9 a. m. 
.German 


mp/ning ] worship 10:15. Evening 
^worship iia EngHsh at 7. Junior amd 
Senior ohoir praidtice Wednesday.. A 
German service will be held .Christ- 
mas day at 10 &. m. 


Olferlorloum, "Callm Thou," Ban 
by. Incidental aoi.o, Mra. Alice Dab 
'Vesper service* 4 p. 711. Maiundei" 
coii'tata, 
'.'PendtemJe, '' Pardon 
an 


.React*," will Ue suug by. the vesttx 
•'Shoir ;bir 30 voices and 'Mrs. Helm 


Shaffer, Messrs. Klefer, Benja 
solo!»ts. 


Central Church of Chrjst. 


Bible sc'hp'Ol 9:15. Conrownion a 


10:30. 
Preaching at 11, subject o 


the 
morning sermon, "Jesus th 


•Boa&i of MJ^tons''A-tix 


iliary to the natnonal organizatio 
will render their anniversary 
pro 


gram. 
An offering for 
their wor 


.'wilfljlk received. 
v'ft 
^ 


ISunday school 2:30. C. E. praye 


meeting at 6. ; Preaching at 7 by t'h 


' 


East Main 


W. Troiut, ipastor. 
Mlorning 


t, "•Ghiri'st the Dgstoe <>f" All I*a- 


tions." Evening su.bjectr' "Peace-:<!n 
Earfth." Other services '.as usual. 


- 
^ 
-• 
•—r • ' , ' « • : 


9*; Francis fle Sales. : 


Masses at 7 and. 'l6 a.rm.. Baptism 


at;i';p. m. ; Sunda'jrschool^ 2.. B.en- 
erd!p<3on of1 the Blessed Sacrameflf'at 
?. 
' 
' 
: 
&JZ 
- 


; Trinity, 
. 


.The Rev. L:eiw,is P.,Fm-n;k'lin, r.eetpr: 
OTiftfr.Suniday in'kldverit. 
<9u:hif|ay 


siehox>l 9:15 a. m. •'Celeibrataoii JHply 
comimunion and sejimon i.p,:30 a. ^ni 
The Rev.; W. iF. Pierce D. D.',' pVesi- 
d,ant of Kenyon college, iGamlbler, wjj.l 
be th'e spi&cial preacher for/iihe ,day 


•i''''J-.'-'' 
<ttiMfy A.'iM^B. 


"Thp Test Christianity," at 10:3 


^un'day siehjool iat '2:30 p. m. Thle 'Mit 
Missionai-y society will render a >pro 
gram at 7:30. John Golem an ipastpi 


Pine Street ciiristian Union. 


•Ernest S. Dillin, pastor, 


tworshi'p 
10:30, subject .of-sermon 


-.''jThe Mcslt'Precious 'L.i-^";,.' 
worshilp 7:15. 
Special 'Ohrismas ser 


mon. . 
. . 


./Worth Newark' Christian Union. 
JSuntay morning at 10:30 speoia 


fatniily; service and 'reception of idem 
bers, subject of sermon, "A .Pull S.pir 
itJuM'Cu'pbb'ar'd.'' t!A.t 1:;45 pi m-. -Sun 
day school. 
A;t 3 .revival sermon by 


Rev.: E. S: DillJri, and 'Sunday evien. 
ing;.a,t;7 o'clock. 


Fifth 'Street Bapti&t. 
Josejpih'iA;;:-Ben'nett, r. pastor 


BiWe ^chobl amd'pfasto-r's class, 9:-30 
Preaching •J.'0.:30, 
"Soine Tlhln'gs 


Bible." Young people's meeting 


A Piano f or Xmas 


Smith & Ninon 
Smith & Nixon 
and Ebersole 


a^piail? for a 


jebml indM6emeiits to tiLOS^eontemplatiBg- bixyiog- 
• : " . . . 
• .-,' 
. i ,^T, ^ij-" 
'"*•• 
" 
«.-:**i'J^"-r- •••"",• .*'&tl**'. 
. ' 
• • 
,'~" 
•'.-- "- 
^^ 
• 
- 
.i-'»V— - 
C? 
. . . . 
. , 
. , , 


;0f it, aiiff 
Interest oii. 


, we 


THIS STORE XDEALS ON HONOR 
: 


each and every instrument you buy will be absolutely. as represented in 


each and every particular. No matter what you pay, you- will be given the 
same consideration. If you are a musician you will readily see the advantage 
of buying here. If you are- not, bring one with you "and give our pianos the 
most severe test. 
;- : ' 
" ' . ' * ' 
',;.' 


WE ALWAYS DO AS WE EROMISEAOT BETTER TOAN 


'.itei^ff. niatter w^at:or why is-.the r) 
'*;"€ fact that w_e.d° ^i?v.- ^e w^^ 3rQu; tp cpnie ajajdr.tgee jvliat -s^e eafl,-: 


: Jo^..thatothers cannot possibly tlo: Rememb-ei-, it-is but a snort time 


,^ ^*itt %£% pEEPA5tE0T---':--"• •» 


NO. 4 NORTH PARK 
NEWARK, OHIO 


»Mnni3 
i-n-i nn >M"H-i"i":-'M"i-»H"i-i-a 
I- l«l 1-1 j-H-I 


C. Preu'Ching at 7, "OhrlB'Uuas." Spc-- 
•cla.1 muhic iby thy t'hoir. 


SuridJay school a( 9:30'a. m. Morn- 


ing worship at . 1 0 : 4 5, 
tneme, "Tii« 


'A'U'ticlijatl'On of CljTistmas.'1 
Y. P. 


ig. C. B. at C p. m., topic "Christ's 
Birt'hday." .Evening 
service 
at 
<J, 


'theme, "The Sense of Obligation^' 


Mis /ion. 


On Walnut street. 
Sunday 
ser- 


vi'cee at 2:30 and 7:30 p. in. 
Usuaj 


seryi-ces through the week Tuesday^ 
Thursday and Saturday evenings :at 
7:30 o'clock. 


•' 
United Brethren. 


Bible school at 9:30 a. m. pj-each- 


^ 
10:8"0, "The'Power of Prayer", 


ior} Ejn^-eavor at 2 p. m. 
Uii'Ion 


ifSyoung peoiple's societiog at 


5 4*clock. 
Evening worship '&t 7. 


Mission stuidly class will meet'^Moii- 
day night. 
Official Board meetling 


Tuesday nl;g!ht and prayer nieetdng at 
7:30 Wednesday evening. 
'.''• 


CHIMSTMAS SERVICES. 


Picst Presbyterian -ohiurcsh. 
Sun- 


day, pecemlber 20, 10 a. m. 
Cantata, 


"The kingdom." Kevin choir. Mrs 
Wordsworth .Gard, soprano; -Miss 
Vera Jones, contralto; 
Mr. Charles. 


Koot, tenor; Mr. Welker, :basso; Mrs. 
Rogers, organist. 


CHRISTMAS ENTERTAINMENT. 
The Pine street Christian Uavion 


Sabbafh" school will give a Christmas 
entertainment at the chapel on Tues- 
day evenMg, 'December 29, -wlhen a 
very pretty; miusicajl service en^it'led 
'"*toe Prince of Peace," will -be ren- 
dered. 
Mrs. MteKinney, .Mrs. ". Jen- 


kins and :Mlrs. Stinger 'have also .been 
appointed as a committee to arrange 
for an"'adequate holiday treat for the 
members ,of the school, 
•while:1 Mr: 


Stuiigei-, Jettkins arid Scott -will akit as 
a committee to arrange for an appro- 
priate Christim'as display. 
- 
' 


.This Saibibath sdhiool 
is in 4 very 


fbs-tia.p.tia'l'-'and prosperous condi'ti'on 


a)pjdly increasing an1 size and 


interest/"' 
MUSICAL PROGRAM 


At .Second Presbyterian Gliui-ch at 10 


a. m. and 4 p. m. Sunday—Caii- 
,. 


tata, "The Adoration." 


The Christmas inrasiral program of 


the Second Presbyb&rian clxurch will 
ye held tomorrow ait 10 o'clock a. m 
and at 4 p. m. The program w|U -be 
under the direction of Miss Florence 
King, organist and choir director. 
The morn-ing service will open .with 
Lwo organ selections, "The Shepherds 
in fche Field," .and "Bethlehem,•"•'both 


"'^ffiwo:-ant:heins; "Bethle- 


hem" 
(Barttefct) 
and 
"'Chiristmias 


Cradle,Song^^Stair).. will ..be sung 
and :Mrs: ^ji^*:'-' Millef will sing A' 
Dawn ,^....VWTO.,_. 


-topen with 


jSUOff;S;.' '.fEp^ogrt;N|fht," fOdlowed 
B^^e^^datio£i7®^RLe^).gautifiii||canr 
:Et&1-liy/Nefffl^_ 
ten'^ed 
• :**The Axioia- 


:ibn;!'': i|* f'* *. V,. \\ ''''••,'• 
'•'•'• 


The5 regui'ar-ichoirl. ;pf' the church 


consisting'o^f "Mrs. 0.m,|!Diller,' 'Miss 
Jna Mar|h~aH, 4. W--.^H?)rner anid 3. 
Howard/,.Jones, wil;l fre'-.assisted by 
tfr'si. W'.-.'^W.- Sardj :3y[r^.:J..C. Bon- 
shire., j.' B. ^'•artheti., and Wm. ,H. 


BUY J 


FOR 
"© 


Various article? of Jewelry are always acceptable gilts—buy them at'our' 
store and the recipient will know that you were particular about 
the 


and varied and the low prices a fur quality. Our Holiday stock is large 
ther incentive to do your buying here 


Your special attention is called to our display of TOILET SETS, UM- 


BREJJDAS, CUT GLASS, IHAMOND RINGS AND AVATOHES. 


<£> 


16 North Park Place 


LEftAL NOTICE.. 


Common Pleas Court, Licking Coun- 


ty, Ohio: 


Ollie B. Hartsough as administratrix 


of the estate of W.m.' A. Hartsougli, 


/vs. 
•' 
-' '.' 
. : - . 


John D. Harteou'gh. 


.Notiice is .hereby given thatf in pur.- 


.suance to the order .of. the-.-r.cjourt in 
the above ^ntitled-'action; that all the" 
credit-ore. of• the ••partnership of 3. D. 
Hartsougih & Son. .deliysr ^their re- 
spective, accounts and demands to tlie 
.receiver: .qfe tli^'jsaad partnership; on 


r^be^e^Jaii'u'a-fy'IS, 1909. 


HATIRY D. BAKER", Receiver. 


19-Sat.5t 
' . . . . - . 
; 


USTMAS GIFT 


THE SEYMOUR SHOE 


'OR THE SCHOOL CHimREN , OF 


NEWAR.K AND LICKING CO. 


One pair each or high cut elk skin 
kating shoes, will be given as a prize 
o the boy amtsLrl of Newark schools, 
and one pair each of high cut skat- 
ng shoes will be given as a prize to 
he boy and girl, members 
of 
any 


chool in Licking county, outside of 
Vewark, who writes > the following 
entence In the best style: 
• 


American Boys and Girls Shoes, al- 


ways honest and reliable. 
. - 


Send your hand writing -with name, 
ge, residence and school you attend 
.o the Seymour Shoe Co.", Arcade 
uilding, Newark, O. 
The .contest will..close Dec. 23, '0 


MUCH PHASED 


Depositors of 
the 
Buckeye 
State 


Building 
and 
Loan Company 


Are Pleased With the Good Terms 
Given by the Company to Its Bor- 
rowers Because: 
-. 
• 


1. Good terms attract the 
best 


loans. 
" 


2. Having the best loans. 
" . 


•3. The Buckeye therefore "has. the 


safest mortgage securities. 


4. Having the safest securities,- 
5. The Buckeye is the safest .place; 
6. For the deiposit of money. 
- 


7. The depositors are also pleased 
8. With the five j?er cent interest 
9. Which they get so •promiptly.1 
10. Raakin Building, 22 West Gay 


Street, Columbus, Ohio. 


Assets, $2,600,000. 


GHRISTMRS 
SUGGESTIONS 


Please the Most Frlendsyritb the Least Money 


A Vic tor Talking Machine or Edison Phonograph, 


with a few records, entertains ail the family and 
guest*, not only for a day, but for yean. 
'It's a 


thing of beauty and joy forever" 


'• 
' 
. 
"* 
« 
' 
8^ 


GASH OR BUSY PAYMENT 


A Full Stock For Ghristmas 


•• 
JS". WYETH 
West Main street 
, 


^ 
^H-^ 


SIMPLE AS_ CAN BE. 


AH hall the grand plectric age! 


You simply touch a button 


And. call a waiter or a page 


And get soft drinks or mutton. 
To order up a motor car 


Or set the birdies singing 


"Sou simply JU?d out where they arc 


And start the bells to ringing. 


You do not have to leave your seat 


And round the edges' putter 


To get the soods to drink and eat, 


Including bread and butter. 


You loll In cushions at your case 


And with a button liandy 


Gct any article j*u please. 


From buttermilk to candy. 


Should you desire lo pick a bone 


VvitJi EOHM far dis-tanl party 


You cs31 him up by telephone 


And say. "JJcllo, there. smartSe!" - 


You do not have to iralk a ratio ''., 


And wear owj. cost3y JeotJjer 


Or. some romplaint to put on fi1«. 


Get out iii sloppy 


Electric belis. eJeclric Hdcs. 


Electric conversation. 
Electric fixings on al) sides 


In Jliis c>firic "nation. 


5J*w -uses }ooa»5ns by the score, 


A »r*^ 3* ciwiiufr <i'<:r us." 


We only hoj'C 'twill f.loji before 


Jt dopfl ^"t «a*iTi«5 for ut. 


My One "BROMO QUININE," Out U 
Laxative Bromo Qvoaos 
CotcsaCoMin One Day, Grq> in2 Day* 


On «V*r> 


FLAGS FOR PQSTOFFICES. 


Representative Cocks Starts pampaign 


on Arrival In Washington.. 


"An American flag for every post- 


office" is the slogan that Representa- 
tive Cocks of the First New- York dis^ 
trict took to Washington.and if Ise can 
only convince Representative Over- 
street that" the bill if passed trill not 
cost "a "barrel of money" may carry 
the battle to victory. As it is. Mr. 
Overstreet, who is chairman of the 
committee on postofiSccs and 
post 


roads. Is standing pat on his refusal to 
take the bill from its pigeonhole in his 
desk. 


"I don't really care \rhat it -would 


cost," said Mr. Cocks, who represents 
the president's home district In con- 
gress. "I believe that every postoffice 
in the country and every one under 
the stars and stripes should float the 
flag from Its roof. It is a patriotic ob- 
ject lesson for every school hoy and 
girl to have l»efore their eyes. 
It 


would be a good thing for the aliens 
who come over here to sec as wc33. for 
to their eyes It would mean some- 
Ililng. It would mr.in the power nnd 
dignity of the federal ..pot cm m cut. 
Jesse (Overstrcct thinks It Wonld cost 
ri barrel of money to -carry out the 
provisions of the bill, but I say ilwt I 
d«n't care what It costs. It is n pntri- 
<-!ic duty that should be performed. 
If Uie government is 1<»o poor lo rriy 
Ihe bill 111 bet tbe posl masters thcru- 
j•-. Ives would all to the last man 
<<> furnish the flags themselves."' 


To -the •' first • persoii. Imping the; article beaifing a 
price ticket t with "the sj^ck mniber marked in JRedl 
Store opens promptly at 7 a. m. Be here early and 
you may be the lucky one. Look at every tag in 
every department, in every nook and corner. 
;. 


The Number for 
Monday 


Marked in Red Ink is 


Today's prizgi.a handsome Golden Oak Chiffonier, was 
won by Mrs. Frank Lees, 39 Columbia Street, 


SPECIAL TODAY 


Golden Oak Pedestals 


ONLY 
...98c 


Store Open Evenings Until Xmas 


THE BUST STORE 
27 S. 


~I"I 
nr"I"I"I"I' 
iI'V'I'-I"I";" 
<'-*--v 
T-V'-t*..*-.'-r'i-»i.'-. 
>.-T..r_;_t-''-'- 
t-•»-••-.»„«,.»,.».. 


3;' 
Every 
Family 


OHIO. 


I 


Pays for a home at least 


once—either through purchase 
or rent 


When you have paid the price of a home in rent, 


you still own nothing. 


Why not own your own home? We have aided 


thousands. 
Our plan will suit you. 


Payments are as easy as rent We loan two- 


thirds of the value. 


f 


The Homeluilding Association Co, 


(The Old Home) 
26 South Third St 


J^^V^*^*^^*-'^-—*-*-.^-j-^-^*--*^_>^,»_»r*r yy._- 
• • ^ • • • • • • • • « • « • 4 * * » % # • « • • »", , 
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t 


X: 


I 
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The big toe is placed on Ilia inside 


." the fool 
to a?l as a fulcrum in 


the body. 


To call the prosidont a 1rw loud 


ought to make him hopp:ng mad. 


ff Yon Want to Buy or Sell Anything: Try 


ADVOCATE WANT ADS. ! 


3 LINES 3 TIMES 25 CENTS. 


+: 


i.«SBCH!VE* 


r 


PACMB SIX 
THE NEWARK DAILY ADVOCATE. 
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SATURDAY, 1M5ORMIMQH 10, 1008. 


A TEARING TERRIBLE COUGH 


bespeaks impending peril. Constant coughing irritates and inflames the 
lungs, inviting the ravaging attacks of deadly disease. Piso's Cure soothes 
and heals the inflamed surfaces, clears the clogged air passages and stops 
the cough. The first dose will bring surprising relief. Piso's Cure has 
held the confidence of people everywhere for half a century. No matter 
how serious and obstinate the nature of your cold, or how many reme- 
dies have failed, you can be convinced by a fair trial that the ideal re. 
roedy for such conditions is 


PISO'S CURE 


Christmas Suggestions 


SAFETY BAZOS OUTFITS 


(GIljLKTTK'S AXI> OTHKUS) 


LEADING BRANDS CIGARS 


(IX HOLIDAY DOXES) 


PEKFTJMES 
TOILET WATERS 


STATIONERY IN HANDSOME BOXES 
LARGE ASSORTMENT OF BRUSHES 


PRESCRIPTIONS A SPECIALTY 


DRUGGIST 


34 WEST MAIN STREET 


Use Oor looey for Christmas 


Don't let ihe Christmas stockings of your 
loied ones go empty simply because you 
aie Temporarily shou of money. Call on or 
wiite to us and we will loan you $3. §10, 
$25. 
530, or any amount that you 
may 


need. We loan on furniture, pianos, teams, 
fixtures, etc.. without removal. 
All busi- 


ness is strictly confidential. 
We pay off 


loans and advance more money at our low 
rates,, and jour payments will be so small 
that you \vill not feel them. ' 
$ .60 is the i\ eekly payment on a $25 loan 


for 50 weeks. 


$1.20 is the weekly payment on a $50 loan 


for 50 weeks. 


If you need money, fill out this blank, cut 
it off, mail it to us, and our agent will 
gall on you. 
Open evenings until Xmas. 


Our agent is in Xeisark everv Fridav. 


Name 


Wife's Xame 


Address 


(Give Street and Xumber.) 


Town 


Amount Wanted 


6th Floor Uinon Xat. Bank Bldg. 


Take Elevator. 
' 


Cor. High and Spring Streets. 


Bell 4566. 
Citizen 8065. 


COLO1BUS., OHIO. 


i IN PARAGRAPHS 


i l l t H !M--H-»'H ' H I I I 


A MH!. 
|.\ Sum 


sltiti 


Bros. Jeweler* 


lo fair 


Optl- 
tf 


Save money ou 
Gift 


mistou's Book Store. 


Books at 


dtt 


Call at Me Caniu\\'<. No. 7 Souih 


Knth. for homo made ;ninc*> meat. It 


e You Interested? 
Every one is 
Interested 
In 
the 


growth of the Newark Public Library, 
is urged to contribute to its success by 
a donation of money or good books. 
Money is particularly needed at this 


i time. 
8-tf 


Charge for Obituaries. 


Pastors and friends who send obit- 


uary notices, for 
publication, will 


fcindly note that articles not exceed- 
ing 15 
lines 
are 
published 
free. 


Notices exceeding 1^ lines in length 
(90) words are charged for at the 
rate of 5 cents the line. 
d-w 


Lofa. 


Nothing in Breads has ever met 


with such success as ihe new loaf — 
"Lofa." The price, 5c., at your gro- 


is just the same as ordinary 


breads. Try it. 
tf 


Governor Johnson ot' Minnesota. 


Gov^inor Johnson lectures at the 


High school Aud torium 
December 


22 ac S 3"i. 
TLi3 is a great o»por- 


tunity for the people of Newark to 
hear one of the nation's greatest men 
Tickets 1'tr sale at Hall's drug store 
and Smith's drug store. 
Seats may 


be res«r''?(J ar the High school ticket 
office an> afterroon from 3 to 4 p.m. 
Single admission ticket.; 50c . includ- 
ing reserved seats. Get seats reserved 
earlv. 
12-14-tf 


lor now UK mix rs and if Jhoiv is any 
IK>\ interested wo should liko 
miu'h to h;ue him come up and 
us. 
A New Daughter. 


Horn to Mr. and Mrs. A. 0. Barton 


of North Morris t-tivit. 11 
liirtli Announced. 


Mr.' and Mrs. \V. G. Thompson 
< > T 


South Pcnirth street, announce tlie 
linh ol a <l;i'ighu>r. 


"[STOP STARVING 


YOUR STOMACH 


YOl! 
TAX 
KAT VOIJ{ FAVOHITK 


l-'OOl) WITHOl'T IMKAI) OF AN 


I'PSKT STOMACH. 


Ghvn b\ Home G-nnrds of Anu-ri 


at A. 1. U. hall \Vodnebdn\, Decem- 
ber L ' I , lyos. 
Admission inc. 
19-3t 


Charital'le Citric Keturns ThunU**. 


The ClmriU'ibie 
Circle 
wishes to 


thank thos-o vrho so kindly donated 
money to the poor children of New- 
ark. 
Train Struck Wagon. 


B. .t 0. engine S77 pushed a train 


«f cars over the hill on the Lak 
Erie 
division 
Friday 
night 
at 


7:15. and v,hen returning struck a 
\\agon near Kibler's switch. 
Engi- 


neer Card stopped the engnie and 
made an investigation. 
All he found 


v>:>s Che hind end of the wagon, the 
horses and front part of the wagon 
having disappeared. 
Xmas Tree.-' in Demand. 


A large number of fine specimens 


of Christmas trees \v«:o placed on 
ds-rlaj Saturday in the cloi\!i town 
stoics. 
One merchant said Saturday? 


fhat the cho'ce of Christmas trees is a 
variable matter. 
He said that only a 


few years ago large trees wer? in de- 
mand, but that of receni years the 
Christmas purcnasers demand small, 


Salvation Army. 


Brigadier Alexander Lamb a'.id Ad- 


jutant Campbell 
or the. SilvaLion 


Army, two oi the most no'ed speak- 
ers 
of that excellent 
organization, 


wll visa X^wdi'k December 26 and 27 


' Five Cent Social. 


Given by W. R. C. ladies at Mem 


orial hall. Saturday evening. De^em 
ber*19. Supper 5 10 11. 


Practical Presents. 


For C'nristnias—a revolver. 


1S-55 


rifle. 


inverted gas liglu or a bicycle would 


! make .in acceptable grift. 
SC-P our dia- 


! play. 
Open 
evenings. 
Applegate 


1 Bros.. 17 X. Fouith St. 


Xotice. 


From now on I will be at my office 


at 20 East Church street, every day, 
Insiearl of every other day as hereto- 
fore. 
Dr. D. J. Price. 
Eye, 
Bar. 


Throat. 
11-19-eodlino 


Xotice of fleeting. 


German American 
Alliance 
will 


meet at - o'clock Sunday, December 
20th. All Germans are invited. 
Wanted, 


You to buy your Springerles for 


Christmas at Butler's Bakery on Eddy 
St. 25e a pound. Citizen's Phone 933. 


19-d3t. 


Offering for the Poor. 


An offering w ill be made tomorrow 


morning m ihe Second Presoytenan 


J church for the poor to be distributed 


by the Salvation Army. 
Christmas Shoppers. 


For men's women's and children's 


shoes, rubbers or men's and women'* 
shippers for Christmas, go to C. L. 
Galbkea's store, 320 East Main street, 
where you will find prices and goods 
right. 
It 


Passes E\amination. 


iMr. Frank A. \Voolson, formerly or 


the Advocate and now a resident of 
Mt. Vernon. has pass9d the carrier- 
clerk examination of the postoffLes de- 
partment and is now employed in the 
Mr. Vernoa postoffice. 
Christmas Xoreity Ba/aar. 


The Sunday school 
of Plymouth 


Congregational church will give on 
Wednesday afternoon and evening, 
at Red Men's hall, a Christmas Nov- 
elty Bazaar. 
Come and 
buy your 


Christmas presents and caady. 
Hot 


hjnch will be served both afternoon 
and evening for 15 cents. 
19-3t 


Column*. Beiiijj Placed- 


The \vork of placing the Snrmaa.-e 


polished grar.i'e columns :n i edition 
at the n e w _ P i r k National bank on 
the >-oi:h Side. 
was 
accomplished 


most sucfot-&i'ul!v ur.d-T the sur-ervi- 
sion of Mr. F. M. Pv.artz. 
Eac-h of 


i the r-ol«35ins \ve:zht in ilif neighbor- 


hood of i>;ne tons and urc K> 1-2 fee' 
in !.".nj:;l). 


c-d Jefferson Clu;>. 


Jud:;f E. M. p. Briber add resort 


Ih-. 
J»ffer.- 


Christmas Peppers 
Jerusalem Cherries 


Poinsettias 
Palms 
Ferns 
Asparagus 


Smilax 
Boxwood 
Holly Wreaths 


Gold Fish and Fish Moss 


ORDERS BY PHONE-NEW 272-PROMPTLY DELIVERED 


BALDWIN'S GREENHOUSE 


Cedar Street, Opposite Cemetery. 


flu. 


is'-r "null, on 
'i- Th' ]••• wus a large at 


and ar'\mgen:ents are und<-r way ior 
a big reception to t/hem which w ill be 
announced ia:cr. 
Tomorrow SuiKla- 


will be heM at 1:30 o'clock, 


prayer meeting at 3 and a salvation 
meeting at S. 
Injured Men Sent Home. 


Samuel Johnson, or" Pearl street. 


who hid his jaw broken last \\ eel; b\ 
a fall in the new 
Hudson 
avenue 


sewer, was sent home from the Xew- 
ark Sanitarium 
Saturday morning. 


Rufus Portee, the colored man 
who 


was hit en the nea.l by a falling I- 
beam at the Arcade "ouiliiing. \vas al- 
so 
d'scharged from the 
institution 


and was sent to his honxg on G-ran- 
ville road. 
Both are mucli'"mproved. 


•*&•' 
Old Time Ticket. 
fi 


Mr. Joseph S. Axline. a, prominent 


resident 
cf Summit 
Station, 
this 


county, has in his possession an old 
time Democratic 
ticket, 
that is a. 


forcible 
reminder of the strenuous 


days of the early sixties. 
The ticket 


is headed ''Demc'sratie iinion Tick- 
et,'' with the name ' of Siemens L. 
Valandigbam, candidate ~£cp "governor 
at its masthead. 
The; t*fke; is five 


and a half inehes in length, T)y 
and a quarter inches in- 


IVrlWt Digestion leaving Nothing to 


Ferment la Stomach and Korni 


Gas Kesults From Dinpcpviu. 


Every fa mil} here ought 
to keep 


some Diapc'psiu in the house, as anj 
one of you may luiv<? an attack of 
indigestion or stomach trouible at any 
time, day or night. 


The harmless preparation will di- 


gest anything you eat and overcome 
a sour btomach five minutes after- 
wards. 


If your meals don't tenupt you, or 


•\\hat little you do eat seems to fill 
you. 
or lays like a lump of lead in 


your stomach, or .if you have hea'-t- 
burn, I'hat is a sign o.f indigestion. 


Ask >our pharmacist for a SO-cent 


case of Pape's Diapepsui and take 
one trianjru'le after supper tonight. 
Thcreiwlll 
be no sour risings, 
no 


belching of undigested rood mixed 
with acid, no stomach gas or heart- 
burn, fu'lness or heavy 
feeling' 
in 


the 
stomach, 
nausea, 
debilitating 


headaches, 
dizziness, or 
intestinal 


griping. 
This will all .go, and, be- 


sides, there will 
be 
no sour food 


left aver in the stomach 
to poison 


your breath with nauseous odors. 


Pape's Diapeps'm is a certain cure 


for all stomach misery, becaiise it 
will take hold of your food and di- 
gest it just the same as if your stomr 
ach wasn't there. 


Actual, prompt relief for all your 


stomach misery is at 'your 'pharma- 
cist, .waiting for you. 


The.se large 30-cenx cases contain 


more than sufficient to cure a ease of 
dyspepsia or indigestion. 
JUDGE CAMPBELL 
TO PASS SENTENCE 


THURSDAY NEXT 


On Rohr-rt Wilson, Pound Guilty of 


Assault and Battery—Other 


Court House Xews. 


and is 


Jud'ge Campbell will come h^re on 


Thursday cf next weeK and will pass 
sentence on Robert Wilson, who was 
tried for .manslaughter in the case of 
Martin Luther, 
deceased, 
and who 


"A as found guilty of assault and bat- 
tery. 
It is 
proibable 
that 
Judg-e 


Campbell will call the docket. 
It is 


expected that Tie will adjourn court 
sine die. on account of the January 
term coming early in the new year. 


Contempt Case. 


Barney Souslin was brought into 


the Probate court Saturday morning 
to answer to the ciharge or contempt 
of court in not paying h.is wife $3 a 
week alimony and §25 attorney fess 
to Russell & Horner, ordered by the 
court. 
The defendant testified that 


he iad paid alimony to his wife up 
to the within three weeks past, but 
that he had paid none of the attor- 
ney fees. 
The court ordered him to 


pay the remaining alimony by' next 
Saturdav. 


quite a curiosity. 
Yi M. C. A. Meetings Sunday. 


The men's meeting in Taylor HI'" 


Sunday afternoon at 3 o'clock will be 
addressed 'by llr. B. F. McDonald,; 
who will give an illustrated address 
on ''The World 
Religiously 
When 


Christ was in It."' 
It :s hoped^'tnat 


the hall will be full of men as thsse 
meetings are becoming very popular 
and beneficial. The moving 'pictures 
this Sunday are very fine-. Meeting 
begins promptly at 3 o'clock. 
At 
2 


o'clock the boys will have their meet- 
ing in Taylor hall. 
Mr. Andrew S. 


Mitchell will give a 15 jninute 
ad- 


dress, the stibiect of which, will 
be 


"Get the Habit". 
Xe\v Lav in Force. 


The new law of vital statistics, re- 


quiring rh.3 registration of all births 
and deaihs in the county, will become 
effective Sunday, according to notice 
that has been sent to the registrars of 
the various 
township 
districts, by 


Secretary of State Carmi A. Thomp- 
son. 
The law provides for the regis- 


tration of every birth or death, bur- 
ial, removal or transfer 
of bodies. 


The counties cf the state have been 
d:vided ir.to districts and reports are Mr- Hunter will report to the court. 
to be made to the clerk of each d:.--l 
trict. 
This regulation is at present! 


Assignment of Cases. 


The docket will be called for an 


assignment of "cases Monday morn- 
ing. 


Common Pleas Court. 


The case or Leora J. Hedrick vs. 


Lewis Vv". Hedrick, carne on for bear- 
ing as to the amount 
of payments 


made by the defendant to plaintiff, 
under the former orders of the court. 
The question was some days ago re- 
ferred to Robbins Hunter, as special 
master commissioner, 
to report th£ 


facts and IMS conclusions to the court. 


in force in the city, and reports an- 


Transcript Fi'ed. 


•Tn ihe case of The Mountain Dis- 


mad- to Albert G-undlacb. clerk of! tillin? ct::nPany vs. Thos. S. Eisert, a 
the Board of Health. 


A. Healthy Famiiy. 


"Our whole family 
has 
enjoyed 


good health since we began using 
Dr. King's New Life Pills, three years 


of th.- 


made them 


ago. 
says L. A. Bartlet, 
of 


Route 1. Guilford. 
Maine. 


,) o. i j.1nn.H!s 
injcleanse and tone the system 


\im J . I C O H . 
ri..... gent]c waj. {jia^ <joes you good, 


at Frank D. Hall's drug store. 


Rural 
They 
in a 


<-d. Hen. - 
f<i lh« ch/ 
liimlM\=; ;jr 


for the 
H.^rmoTi. 
-tt.jjr nil 


o 


rs of Ibis popular Dcm- 
ir.mion. aiu3 the judse 
a red hoi 
POTIIOT Hi- 


,-a= j^reTlly aj.pi^-iat- 
.1. !>•>»; 7. ai=o adtir^<."- 
Th" lVn<i"raJs of Co- 


a dive pr^pira- 


jaiisr-jral 031 of Gn.-,<>r- 
on .lamia: • llt'i. ;>j '" 


5ho;- 


jsiof raK 
part in thf fo*=13v1- 


. \\'iP 


M. 
A. 
ili 


READ 
ADVOCATE 
WANT 
ADS 


finish 
"ip 


v i1h ;i bi<; lunijr 
rs. 
.11 S o'-lorl.. 


fir-t 


TJI.S 


ill 


nne of 


«.. ni,n 


cvm- (1. 


Hmh - liool. -nl 
lli'f boiv ho'li * < 
allv 
TijK ol<"i~ 


nn<3 -p^-i'lc an 
on« hr»iiT 


inn-1 irn- 


-cT li-<r,z 1hr 


f-1 ,^^ -h.,^ IviMl 11Tld"l 
vi^<. r;'M~r-o« of th- 
i In- inan"' cnod with 
vialh and r,liifa1ioT)J 


m 
r'l- tiv;,'-^ a 


iour in i'hf gvm. 
half 
jn the ^ 


lional class. Tli^ class !,-* always open 


Mr. Frank Jones, of Kansas City, 


Mo., a former well knr.-nn r-:sid<n' of 
this ciiy. slo^ iv*d in Newark Thurs- 
day for '•'••uTa! honr^ to visit Mr. 


Hyrncs and otner old 
time 


nK 
Mr. Jcnps J' 4t >"ovnrk 23 


s niro. and is nn-v ,-j 
]>rosperous 


liirhlj f'=; ipfl111,} hii'-hu^s man Tf 
sH.s City. He has been in the east 


for a rini^jrr of 
<3a-» • * "I «-i<; oji 


bj.- W.I.A to his Jiome in the ivest. 


FIATDWEUERS 


Havo yoi] cvfT n-ndr^l how hard 31 5s' 


transcript frc:n 
the civri docket of 


Justice W. F. Holton has bean filed 
with the cierk of the court. 


A. 


Tlral EMr»t<- Traii«=fcr<;. 
M. Threther 
?nd 
AV. C. P. 


and wives to Charles \V. M. Lees, real 
estate in Granville. -5850. 


Richard M. Stewarv to Martha G. 


Thomas, lot 3S in Alexandria, $900. 


Mathias M. Corr.slock to Ada 
P. 


Ro.^han, real estate 
in Kirkersvillo. 


$1350. 


Clara E. Miller and 
Pleasant G- 


Miller to James R. FiizginboTi. inlot 
3"» in \V. A. Clii3coie".s 
addition 
Jo 


Xfwark. S2.10. 


.1. C. MarrioU as reviver of 


nm G. MiJler to -Ta-me^. R. Fit 
ror^ivorV deed for r"xa/3 estate Jn Xow- 


in }ir^]i lh<> hoi r«3r1 of youf 
hln'-l:? 
Yon ran 
pnl Stoiink 
on 


n-i<i-;^ r-^d proncs o iHh-^ t^p of your 
S.is ra.isf- ai'd 51 will lilac/km 
Iheni 


.T 
fl^il 
hi ark 1;iat will sl^y 
bla^rk 


.\]ff> v^ry poo.1 on 1h" oven froni. 


thai is n.-c<3 in ])larf of stove polish. 
3i is noi oxjilosive. 
A rhild can ap- 


ply 
.1 and if will <-iir<> all your £as 


ransje trouhlfs. 
Fo rsalc by J. C. 


Jone*. 2oc. 
, 


WRESTLING BOUT 


An inKrresling wrestlinc lion? will 


oft" ai 1nc M-isi,- HaH \Y~d- 


ic; at fc:3») o'clock. 


r1 XY'f'Mvr, a local wiv-STlcr of 


nrjwlalion a:i<5 ! ./orris Kleiner of Quin- 
ox IP , v-i]l mf"t, 
S'T1-^.,- ]ia,c a pood j 


Tf'ord if his honi" riiy, and 1li-f m?et1 


Tli- bout \\'.Ti ho for tlv 
of ihr~- for a «i<3^ "bet of 
liminniv bout will lake 
tli« mam match. 


A prr- 
boforo 


, 


¥1 
j. 
Fft • 
* 
rorto Rico s 
Christmas 


Few Stockings — No Chimneys 


Chrktuias for the Americans in 1'or- 


to Itlco is pretty much the same, so 
far as the observance of the day is 
concerned,, as Christmas at home or 
anywhere else. 


The chief difference is in those char- 


acteristics of the season that are due 
to or are influenced by the weather, 
which more nearly resembles that of 
the Fourth of July than a winter holi- 
day. 


There Is the same spirit of good 


feeling, the same cheery greeting, the 
same happy experience for the little 
people in the shape of gifts from San- 
ta Claus and that same more or less 
sincere determination on the part of 
their elders to forgive their enemies—- 
which sometimes tftey do. 


Among the natives Christmas day is 


a church holiday only, and it~is very 
generally observed' by them as such, 
but it is not the occasion of family re- 
unions nor the day of gifts, as with 
us. 


The Porto Rican family gatherings 


occur and their Santa Claus makes his 
appearance on the 6th of January— 
"El dia de los Reyes," or "the day of j 
the kings," commemorating the bring-1 
ing of gifts to the infant Christ—but 
Kriss Kringle manifestly does not come 
down the chimney for the very good 
reason that there are no chimneys to 
Porto Rican bouses, nnd for equally 
obvious reasons he does not bring his 
reindeer nor his sleigh- 


Instead of hanging op their stock- 


ings the native children prepare a box 
filled with srrass to represent a manger 
and place it outside their doors on the 
night of the 5th of January, just as I 
the little Dutch children in Holland 
put out their wooden shoes. 


Christmas will always be a church 


holiday to the natives, and El dia de 
los Reyes will also probably always 
be observed by them. But the Porto 
Rican is quick to pick up American 


fA 


urJitoriiim 


Open Every Dt>y In the Year 
Sunday) 


TONIGHT 


LOUIB UAWSDELL 


In the Arizona Cowboy Play, 


THE COW PUNCHER 


Thlnl BucetHbful nea^on. A Compari- 


son J'luy to "Tlic VIrgiulun." C/oin- 
plett- Scenic Production. 
Five 
Big 


Sptii'lalt^ ActM. Oowboj1 (.Jiutrlet. 


BLACK 'CHAMBEKS," 'the OhaJrtJtJion 
Lurlat Spinner,'\VIUOive Free Exhibi- 
tion on toe mrui't at 1:30 aud 7:30 p. in. 
Watch for the man with the lope. 


UurtfUlu 
Prices -Mutlnee:. lOc. , 30o# 


Night: 15c, S5e, 35e, 60e. 


SEATS NOW ON SALE 


DECEMBER 25 


Special Christmas Matinee 


JANE ERYE 


* 
By Peter G. Piatti 


From Charlotte Bronte's Novel. 


New York World, June 21, says: 


This is one of ijie greatest stories 
ever written. 


Perfect production presented 


i 
by polished players. 


Books for sale by all news dealers. 


, 
Prices—15c, 35c, 50c, 75c. Mat- 


inee: 25c 35c. Children anywhere 
in house lOc. 
SEATS OX SALE MONDAY. 


Dec. 
26 
I Bargain Matinee 


AL. G. FIELD'S 


GREATER MINSTRELS 


PRICKS-Night SSc, 50e, 7Cc. $1.00. 


M.-itinee 25f aud 50c. Children l£c, u>ny 


SEATS ON SALtt MONDAY 
\ 


iom Tlieatre 


Thursday, Friday and Saturday 


Hickman Wells & Go, 


Comedy Sketch 


And Four Other Acts 


John David Jones. 
' 
Roderick Jonei. 


JOXES & JONES, 
Attorney-at-Law. 


Practices in all tae courts, tooth State 
and National. Prompt atention given to 
wills, conveyancing and administrators* 
and guardians' accounts, and all litiga- 
tions, s . 
.-#>•?> ; ^ ^*3sf'-** 


Trust Building, Newark, Ohio. 


THE CHILDBKS PKEP2GBE A EOS TO BEP- 


KESEXT A KANGEK. 


ideas, and the observance of Christ- 
mas day is yearly taking on more of 
an American character. 


One evidence of this is the growing 


custom, so common in the southern 
states especially, of evidencing one's 
appreciation of the occasion by the 
free" use of tin horns and other agen- 
cies for the production of noises. 


The first intimation one usually re- 


ceives that the day has arrived Is the 
result of an enthusiastic and determin- 
ed attempt about o a. m. on the part 
of a native youngster to blow his 
lungs out through the small end of a 
tin horn, and his enthusiasm is in di- 
rect proportion to the size of his bora. 


Cut as the old adage has it. "the bet- 


ter the day the better the deed." and 
the tin hor: is only another expression 
of the time honored sentiment "Merry 
Christinas to you all."— Army and 
Xavy Life. 
j 


Brother Dickey on Christmas. 
| 


Dey say hit is belter tor give ds;i tpr < 


receive, hut I wants ter put my friends 
on notice dat I heen 'p'intcd ter be a 
receiver 'twcll after Cbris'inus. 
J 


De Chris'inus turkey roos' mighty 


high, but by dc blcssin' cr Providence 
some er us yot a mighty ions reach. 
j 


He dat give ter de po* lends ter dc 


I-awd, but in dat case some folks think 
dey'Ji hatter wait too Jong ter git dey , 


Good double house, 6 


rooms and bath on each 
side, paved 
street, ce- 


ment walks, 
Will take 


good horse or vacant lot 
as part pay. 


FOR RENT 


Two Store Rooms at 
33 and 35 W. Main St 


Fred C. Evans, 


33 and 35 W. Main St. 


E. H. Keenen, Salesman. 


Hit don't take much ler make de 


wort" hajjjiy. bnt mas' folks fin' it 
mighty hard ter *.parc even dat mncli. 
—Atlanta ConstSlulion. 


SAN I A 
SAYS: 
The largest 
and 


-1 stock of Xma<? nmJwllas at Hcr- 


, the clothier. 
f£s' 


Peculiarity of Mistletse. 


An intorcstins itcin rejraixlinj; th 


SnisUetoe is that it is the only plant ( 
whose rools rffwse Jo shoot In Ihe 
ground, n ;>eci3linr5ty pnssef^scd Ivr no 
other jmr,Tsiic. It is found on K3ir fir, ' 
the lime nnd the apple tree ns vrcU as ' 
on the oak. 


Ths Woman cf !*. 


Mrs. Dorcas—AVh.it wai Ihe first 


thing she <15d vrhen she got the Christ- 
mas present? 


Dorcas—Went to the store to find out 


what It cost. 


If you want to be 


surprised 
call 
at 


LONG'S and get 
prices on TOYS. 


311-2 South Park 


Place 


<2d HOOT) 


Keep in mind that 


• 


we give a toy with 
each $1.00 purchase. 
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I Ladies'Hand-bags, 


Ladies' Pocketbooks t 


I Gents' Bill Books, 


Gents' Pocketbooks,•• 


The 
largest 
and • 


finest assortment in 
the city. 


Music Rolls; 


Toilet Cases, 


Fountain Pens, 


Collar and Cuff Boxes * 


Handkerchief and 


Glove Boxes, 


Neektie Bozes, 


Manicure Sets, 
Smokers' Sets, 
Shaving Sets, 
Safety Razors. 
| 
A splendid assort- :: 


:: men t of Holiday Per- 


•• fumes. 
Our 
show- .^ 
| ing for the Holidays j- 
t 
\ 
i 
i 
£ was never larger or i 
• • 
» * 


I more attractive in $ 
•f* 
-r 
| quality or price. 


ft Little Lay Sermon 


(By a Prominent Newark Man.) 


The scene is in the city of Jerusa- 


lem about the 30th year of our Lord. 


Jesus had come from 
Galilee 
to 


Jerusalem to the feast of the Jews, 
probably the least of the 
passover. 


The Disciples were not with. Him, or, 
if they were, it is not mentioned. 
Probably He had passed 
the night 


at Bethany, with, 
his frtends Mary, 


Martina and Lazarus, and on that 
Sabbath morning 
had "walked into 


Jerusalem. All we positively know is 
that He went up to Jerusalem to the 
least of the Jews. 


It may be supposed that the city 


wtas% filled with 
visitors 
trom all 


parts of Judea, and that the temple 
and contiguous buildings were crowd- 
ed with the people, 
into the 
thoughts 


We cannot enter 
that filled His 


R. W. SMITH 


Prescription Druggist, 


Pure Drugs at 


Right Prices. 


OHIO ELECTRIC 


RAILWAY 


TRAINS DAJBT TO 


ZANESVILLE 


COLUMBUS 


Eastbound, leave 8:06, 11:05 a. m., K:05 
p.m. 
"Westbound, leave 7:4S, 10:45 a. m.; 


1:46, 4:46 p. m. tocal tralDi every hour 


T'riid EECTRIC KOTJTH TO 


Cincinnati, 
Dayton, 
Hamilton, 
Tort Wayne, 
Xiima, 
Blchmond, 


Toledo, 
Indlan»poli«, 
Springfield, 
Union City, 
Defiance, 
BeJJefonttlne. 


. Tickets on sale to Principal In- 


teijjirkan Points In OHIO and INDIANA. 
W. 8. Whitney, G. P. A. Traction Build- 


ing Cincinnati, O. 


C. H. Walker, B. P. A,, n W. Gay St., 


Columbus, O. 


ITHE 
1 START 
| TO A 


3j BETTER 
! SALARY 


Half of getting anywhere is> 


in making the start. 


If you want (o be successful 


—-if you want to betler your 
position—make tlip start. \Vc 
hare made the *>tart easy, and 
we have made th? whole way 
to success easy. 
So easy, in 


facU that you xrHl be surprised 
at the insignificance of Jhe bar- 
rier that has kept you back. 


As a help in gelling >OM thi* 


start the International Corre- 
spondence Schools are making 
a special offer to the people ol 
Xcrwark. From December T5U). 
till Xmas eve, Inev will organ- 
ize a rhjiln and to all who join 
thf-y will allow a special rate. 
Thore who join tihls cltiti will 
receive their first lemons b> 
January 1st, and can begin the 
new vear in the most profitable 
manner. 


For particulars call on tfheir 


local representalne, 


IMR.W.S. MACKEY 


2 \ortli Parti Plaoo. 


• H H i m n i K i n i M H - H 


mmd on that morni.ng. "We must con- 
tent ourselves "with what He said and 
did, as they are recorded. 
M^e may, 


nowever, be sure, tnat His mind and 
heart and soul were filled with love 
and compassion lor tne whole multi- 
tude. He was not recognized. No one 
suspected that the Son of God was 
there among them. 


There was in Jerusalem, apart from 


the temple, by the Sheep Market, a 
pool, called Bethesda. It had five 
porches, which, it i" supposed, were 
approaches by steps 
whLch 
led to 


near the level of the water in the 
pool, where there were platforms, and 
that cne porches, steps and platforms 
were ample in space, for on them lay 
a great multitude 
of 
unfortunate 


folk—the blind, the halt and withered. 
The peculiarity of this pool was that 
on certain seasons Cor intervals) an 
Axigel went down into it and troubled 


*«^^44-H^44444444444444-W 
the water, and whoever first stepped 
in was made whole oi whatsoever 
disease he had. 


Among the man at the porches was 


an (impotent person who had an in- 
firmity tor eight and 
thirty 


and so could neither help himself, nor 
get any one to help him when the 
water was troubled. Possibly he had 
been there lor years In that condition. 
We can imagine 
that 
his 
iheart, 


through hope deterred, was almost 
broken. 


Just atter tne water had been again 


troubled, 
but not tor mm, a Man, 


whom he did not know, looked upon 
him and discerning his disappointed 
helplessness, 
approached 
him, and 


said (we can almost hear His gentle 
voice) "Wilt thou be made wihole?" 
The man made no direct answer, but 
said pitiluhy and naturally, and per- 
haps with no thought that there was 
any otiher cure, "Sir, I have no man 
when the water is troubled, to put 
me into the pool: but while I am 
coming, another steps down before 
me." Jesus said unto him, "Rise, 
take up thy bed and walk." We can 
imagine the astonishment 
of 
the 


man, 
but at once h.e found that he 


was made whole, and nmmediately 
took up his bed and walked. Tnere 
were no thanks, for Jesus conveyed 
himself away, among the surrounding 
multitude. Observe, that Jesus did not 
say, "Wait till the water is again 
troubled and I will help you to step 
onto the pool." The man would nat- 
urally expect that. 
But He said 


rise (now) and take up 
thy 
bed 


and walk. It seemed good to our Lord 
to add to the miracle of the troubled 


water the greater miracle of a.t once 
making whole the man with the In- 
firmity of 38 


The Jews, not the common people 


round about, but, as wo suppose, the 
Pharisees, seeing the man carrying 
away ihis bed, said to Mm, "It is not 
lawful lor you 1o carry your bed on 
tne Sabbath day " 1 he poor 
man, 


probably to justify himself 
and 
in 


that way to rid himself 
of 
these 


strenuous Jews, said to them: 
"He 


that made me whole, the same said 
to me, 'take Up thy bed and walK.'" 
Asked what man it was, he said he 
wist not who he was. 


But the Loid did not intend that 


this incident should go unnot'ced He 
found the man in the Temple, where, 
we hope, he had gone to give thanks 
lor his cure, and said to him, that 
being made whole to go and sin 
no 


more. Then the man knew that 
Jesus was the'healer, and probably 
intending to honor Him, 
told 
the 


Jews that he was the Man Thereup- 
on the Jews persecuted 
H'.rn 
and 


sought to slay Him, the charge then 
made against Him being ..hat He had 
on the Sabbath day made the cure. 


It would, theretore, appear that 


this incident was intended by our 


in part to show Bs compas- 


sion for the poor man, and in part to 
introduce the striking exposition, of 
His divine character 
and mission, 


which is found in John, in the 5th 
chapter, beginning w.th 
the 
uth 


verse and continuing to the end of 
the chapter, which I commend to the 
reader as worthy of his profound con- 
sideration. 


ON PRIZE FOR 


LARGEST EAR OF 


CORN IN WORLD 


.Mr. A. H. 1'owell Captures Number of 


IVi/cs Jit llie National Corn 


Slum ;it Chicago. 


A H Powell, ol Sixteenth btieet, 


is 111 attendance at the Omaha 
Na- 


tional Corn Show, Omaha, Neb , and 
has been quite succes=iul in winning 


Where Bullets Flow. 


David Parker of Fayette, N. Y.. 


a veteran of the civil war, who lost 
a foot at Gettysburg, says: "The 
good Electric Bitters have done is 
worth, more than five hundred dollars 
to me, I spent much money doctoring 
for a had case of stomach: trouble, 
to little purpose. I then tried Elec- 
tric Bitters, and they cured me. I 
now take them as a tonic, and they 
have kept me strong and well." 
50& 


at Frank D. Hall's drug store. 


Mr. A. H. Powell and his ten prize 


ears of corn. 


prizes. 
Mr Powell -won third prize 


for the largest corn ear an the world 
won fourth prize on yellow "corn n 
classes A and B of tne Southern Ohio 
zone; second on white po'pcorn, fill! 
on parly sweet corn; 
sixth on late 


sweet corn and nin'th on red popcorij 
Tne ten prize ears s'hown in the pho- 
tograph sold for $52. 


Notice t 
axpayers 


Of Licking County, Ohio. 


Rates of Taxation for 


r 


In"pursuance of law, I, C. L. V. Holtz, Treasurer of Licking County, Ohio, do hereby give notice that the 


number of mills levied on each dollar of property listed for taxation within said county for the tax year 1308 
is as follows: 


3 


For State Purposes—Sinking Fund, .10 m.; University Fund, .245 m.; Common School Fund, 1. m. Total 


State levy, 1.345 mills. 


For Cojmtj Purposes—County.Fund, 2,525 m. Fride Fund, 1,200 m.; Children's Home Fund, .35 m.; 


Building Fund, .08 m.; Judicial Funnd, .40 m.; Soldiers' Relief Fund, .2"0 m.; Sinking Fund, 40 m.; County 
Road Fund, .20 m. Total County 
Levy, 5.155 mills. 


For Local Purposes—See Table below. 
~ 
Mi- 


Mortgage tlie Farm. 


A farmer on Rural Route 2, Em- 


pire, Ga., W. A. Floyd, by name, says: 
"Bucklen's Arnica Salve Qures the 
two worst sores I ever saw; one on 
my hand and one on my leg. It is 
worth more than its weight in gold. 
I would not be without it if I had to 
mortgage the farm to get it." Only 
25c at Frank D. Hall's drug store. 


Lima Township 
............................. 
S S D ........................... .. 
Patasfcnla 
Etennincton Township 
........................ 
Etna Township 
................................. 
!>ima J. S. D 
.................................. 
Ixima S. S. D 
.................................... 
Newark City 
................................... 


24 LSI*. Vl'ttl 9 W 
I251.WS1S.V 7 lfl 
.I2S l,»JSil;,1~ 11 Vi 
(25 l.WS 1=3.11 10 
'2.M1/W r..1=ni32 flO 
ijj'n.s'fs-jrfii 7 20 


12$ 1,341 S 3 
r<5 
T 10 
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3 yi 4 n,i| <; 20 


(Hi 4 M t, f 
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<vi 
I 
fti 


V) 4 001 4 w 
?r»i * JOI K <fl 
7-1 3 301 ?<KM 
71 ?. aol 3 '' i 


40 
5»I2 


TOWNSHIPS 


SCHOOL DISTKICTS 


CORPORATIONS 


JHopewell Township . . 
. 
.* 


Hanover S. S, I/. 
* 


Hopewell J S D 


Hanover S S 6 
- 


Eden J. S D 


Franklin J 3 D 
Newark J S D., .,.,.».. 
Kranklln Township 
, ......... 


Pranklm J S D.-... ,......» 
.-.. 


gf 
tx>ujsvillo Village 
. . 
--- 


Utica 3 S D . ..„.„-,..„-.._.-. 
Utlca Village 


Utica S. S. D 
Miller Township, Koox Co., J. S. D 
McKean Township 


Granvilie Viilagc 


Harrisojj Township 
St. Albany J. 8. D 
Loma 4- S. D. ....-....--...-..........-----.•.- . . .. ....... 
St. Aibansi Township 
Alexandria Villaxc 
» . 
biherty Town«h3p 
B^nnJngton Township 
MllfoTxl Township. Knox Co.. J. S. 0 
Hartford Township 
- 
Hartford S S. D 
Hartford 
Villajro 


Monroe Township 
Johnstown S S. D 
...... 
Jnhnstowo V31]as:ft 
.Torsey Township 
Jem-v S. S. D 


No, Township 


112 
2 


I2333 
ie 
7 
7 
7 
7i 
S 
9 
9 
10 
10 
10 
UH 
12 
12 
121' 
13 
13 
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15te 
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17 
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JSiv 
i* 
i<?« 
110 
20 
23 
21 
32 
-w 
22 
23 
2?. 
33 
24 
2» 


CQ 
P 
o 


J 
VJ 


1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345 
1,345| 
1,345 
1,345 
1,345 
1.345 
1,345 
1,346 
1,.«5 
1,3*5 
1.S45 
1.355 
1.315 
1.345 
1,345 
U345 
1.345 
1,345 
1.345 
1.345 
1 345 
1.T45 
1.345 
1.345 
1,345 
11.345 
3.5« 
1»S45 
L34» 
J4M5 
1.3 JS 
1.345 
KS4S 
1.54S 
1.345 
3 S4S 
J,-?4S 
J.%5 
l."4S 
r.41. 
1^!« 
L-'A1; 
i^r. 
].•?« 
J.34S 
1.^45 
l."<i 
J.3P 
i^MS 
1.345 
J,-.4S 


5,155 
5,155 
5,155 
5,155 
5,155 
5,155 
5,155 
5,155 
5,155 
5,155 
5.155 
5.155J 
o.lSa 
5,155 
5,155 
5, loo 
5.155 
5,155 
5.155 
5.155 
5.155 
5.155 
5,155 
5.155 
5.155 
5.155 
5.155 
5,155 
5.155 
5.155 
5.155 
5.155 
5.155 
15.155 
5.155 
5.J3v 
5.155 
S.JSS 
5.155 
S.JaS 
S.15S 
5.3^ 
S.15ti» 
5.JS5 
p 355 
5.1*5 
xlSS 
5.555 
5.1 W 
SJ^ 
-x3.~. 
S.J.Vi 
S.T"? 
x1c« 
S.1SS 
x3." 
xl" 
sins 
5.1SS 
MW 
"i.lJS 


School Levy 


9 10 
9 10 
4 SO 
7 00 
700 
9 10 
250 
800 
700 
5 SO 
uso 
940 
5 10 
9 40 
350 
9 10 
630 
430 
6 SO 
9 10 
!>00 
6 30 
r, M 
soo 
4 33 
4 2ft 
U 50 
940 
3 40 
4 30 
5 00 
14 SO 
14 SB 
9 40 
4 «n 
14 Sft 
6 SO 
7f9 
5 70 
30 10 
!<» 11 
2<tl 
12 1) 
12 «l 
7 00 
31 30 
s nn 
7 W 
fl W 
3 Of> 
fi 40 
<!*> 
r. ao 
•; w 
30 W 
l'< yr> 


~ -T 
32 fK 
12 flO 
3ft 30 
32 W) 


Tp. Pur. 


Q 
Q 
B 


g 
4a 
tn3|« 
i" 
<< 


240 
240 


80 
SO 
SO 
SO 
80 
310 
310 
310 
150 
150 
260 
260 


60 
60 
60 
60 


2 40 
240 
110 
1 m 
Ifr1 
100 
ion 


95 
SO 


150 
150 
150 
100 
103 
100 
ion 
160 
160 
160 
1 101 
100 
100 
1<W 
1 10 
I 10 
1 Ifl 
150 
1S» 
iso 
3 ->•< 
4 H» 
4 31 
1 W 
3 TO 
3 no 
1-"W 
1 Vl 
i r.n 
4 <Ki 
4 '10 
2<« 
2 2« 
2 yt 


»oPe, 


? 
v: 
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2 40 
2 30 
2 30 


"2" 30 
230 
4 00 
400 
4 00 
200 
2 20 
2 SO 
2 SO 
300 
3 no 
300 
3 00 
3 01 
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Z 00 
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25«1 
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i Vl 
4 00 
4 00 
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Yso 
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:r.o 
i •» 
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S 30 
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3«J, 
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"5"o9 
2 flO 


3 90 
Sfio 
^?flO 
3-^1 
4 W 


I 7<» 
? » 
3 M 
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2 1" 


a" oft 
SflS 


4 Wi 
4 if 


Ho 
E 
i^o3 
2. 
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IT 
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1 
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Ol 


4 SO 
4 M 
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3 Iff 


80 
3 ir 
310 
7 H> 
710 
7 li, 
3 50 
370 
5 40 
540 
3 60 
3 <W 
36C- 
360 
5 40 
5 40 
3 i<i 
3 If 
T50 
350 
i tO 
430 
430 
370 
1 50 
370 
330 
330 
i on 
3 >« 
•4 % 
490 
4 90 
5 10 
400 
4 W 
1 W 
31" 
3 30 
fafl 
510 
5 10 
3 1* 
* 10 
S IP 
4 W 
V W 
K IB 
flit" 
r ffl 
yff 
1 .VI 
7 "i 
7 fin 
2 Vi 
f 2d 
<; y< 


Corporation 'Purposes 
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December Rate 


10 20 
10 20 
7 20 
S 30 
10 65 
9 35 
6 05 
10 SO 
10 30 
9 70 
10 9( 
9 SO 
S 50 
10 65 
6 30 
9 60 
S 20 
7 35 
9 10 
10 50 
8 80 
7 95 
6 90 
9 00 
7 10 
7 50 
It 15 
9 SO 
12 
7*1 


7 20 
7 40 
12 
SO 


15 20 
9 60 
8 on 
13 10 
S 
SK 
3 sn 
S 30 
10 sn 
is r/i 
5 ft 
10 f 
14 SF 
9 30 
31 35 
10 
-TO 
3 sr 
H ^ 
14 r,i 
s or 
W or 
9 
Sfi 


7 »r 
If) 
V 


32 $r 
31 
a* 
1 


32 7' 
JS 
fir 


31 
4^ 


12 ."^ 


C_| 
5o 
»P 
J? 


|10 20 
1020 
7 20 
8 30 
10 65 
9 35 
6 05 
1080 
10 30 
970 
10 90 
9 SO 
850 
10 65 
650 
960 
8 20 
7 15 
9 10 
1050 
$ $0 
7 S5 
690 
900 
7 10 
750 
11 15 
9SO 
12 70 
730 
7 4D 
12 30 
1520 
9 6» 
S 00 
13 10 
-S 95 
930 
S 30 
Ifl ^n 
1330 
5 SO 
30Sr» 
34 V< 
9 nr» 
11 35 
10 3> 
9 35 
31 SO 
|14 30 
, RflO 
W <* 
Sit. 
7 Vi 
JXl V 
12 <<f 
Vi W 
32 r 
IS <lfl 
31 +' 
12 "-i 


Ho 
E 


S3 


o 


2 


M* 
CO€ 


20 40 
20 40 
14 40 
16 60 
21 30 
IS 70 
1210 
21 60 
20 60 
19 40 
2180 
1960 
17 00 
21 30 
12 60 
1920 
1640 
1430 
1820- 
2103 
1760 
1590 
13 bO 
1)>00 
14 20 
15 «0 
2230 
19 fiO 
I25|40 
14 40 
14 W 
24 60 
3040 
1920 
Ifi W 
2620 
1790 
ISfiO 
IS 30 
20 «> 
asfio 
n «i 
21 «r> 
29 W 
ISflr, 
22 70 
20W 
J-. 70 
23flO 
!2S W 
j<; w 
2Ti rfl 
'i;» »» 
3^ «) 
21 no 
25 «W 
3n <*9 
2S Tf» 
'/I 'n 
22 V) 
21 7fl 
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V»22 


711't Tft II 
.rM 11 '.1 K5 
«TI S Wi 17 


,17 yt 


THE ABOVE TABLE I>OKS XOT IXCIA'UK SPEC* IL ASS^*vSMK\TS 
IJOCJ TAX.—In nddd3t!on to l^-»fo«3coi:ic; lav there is I"vief3 a per ca 3131 a,] lax of 51 on male and $2 on 


female dogs, payable in one insta!3m cut at the D^euiber collection. 


C. L. V. HOLTZ, 


Treasurer of Licking County, Ohio. 


THE FRANKLIN NATIONAL RANK 


OF NEWARK 


The strong!]] ol' a bank is measured by tho abil- 


ity and character of i!s officers and directors, as 
well as by the amount of capital invested in the 
business. 


This bank has an invested capital and surplus 


of Three Hundred Thousand Dollars. 


Its officers have all had years of experience in 


the banking business. 


Its directors are known as successful business 


POLICE COURT 


"He has robbed me before, but I 


never did anything abouc it," said A 
v\. Athy Saturday morning "He is 
my son but I'm getting 
tared 
ot 


•losing every thing I own." Mr. Athy 
was in the mayor's oiace with, the in- 
tention of filing an affidavit against 
his son< JoJin. 


Last Thursday night while he was 


sleeping on a couch at ihis home, he 
says his son went through his pocket 
and robbed him. of a goid watch he 
had in his pocket. Saturday morning 
ihe located the missing timepiece in a 
pawn-shop where the son had pawned 
it for ?4. He paid ?22 for tne "Ucker" 
whem it was new. 


Since he took the watch, the son has 


not been seen and his lather does not 
know where he is. A younger son, 14 
years of age, left 
home 
with 
his 


brother and has not returned. 


"Coshoeton's a dry burg, so I came 


to Newark," was the information vol- 
unteered by James Gill when arrested 
by Officer Brown Friday, when he ar- 
rested v^ill for 
being decidely the 


worse for the booze he had taken on 
'board. He was handed ?1 and costs. 


Charles Hagerty, an old regular, 


got the idea in his hend that since 
Newark was going dry in a short time 
he had better make'the most of his 
opportunities, so Charles, soused to 
the ears when •arrestc'a, proceeded to 
accumulate an awful jag. The jag was 
the "bad" kind and Charles grew dis- 
orderly before he "was taken up by 
Officers Carroll anc Callan. 


Dick A*hy. charged by officers ot 


the Panhandle railroad, wit" stealing 
srapiron, was arrested yesterday 
by ',+ 


Otncers Oorman and McCUire. Alhylr 
was drunk Mid as there seemed to be '•(• 
a mistake in his arrest on the charge X 
of larceny, he was only given 51 and •{• 
costs and comm-Ucd. 
'"I" 


Not How Cheap 
But How Good 


The important question, Where can I get 
the best value for the amount invested 


We offer Pianos as low as $150 which represent 


exceptional value for this amount. Better ones at 
proportionate prices. Our guarantee with every in- 
strument sold. See us before investing in anything 
musical for Christmas. 
THE MUNSON MUSIC CO. * West •* 
St- 


Good o'd fashioned cakes arc made 


Irom Mrs. Austin's buckwheat flour. 
Now at your grocers. 


OFFICERS 


S.I 


Al Columbus An- on thr I/ook<»iU for 


Konscr Who \Vork«««l 


Several I'l.iT* Hen-. 


'The poliu- are looking foi a 


tvho repr<»soni"d hrmsHf as a M'-'hod- 
jst m n3-1«r and snJnsr 
R~\. S. ll. Uo*3ami, ivlio ua. 
worthies rhrrk on Strong's 
Rmwl-jriJ Je .<-ajr3 
i-~> li<- from N -v> 


and a.-- uanttd at Do'roil 
The fh 


v.as on 1h» Franklin l>« 
ar\ 
\ d'virnpHon of 1 


fimu^hod 1"hf polirr 


H 
Knnl 75 '3 


d n Nr A/irK. 
; fnr v- M T ! • 
f nanv 


k 


of \-\\- 


h jvr rp^irl 


<3ir<v'f5n< 


do noj ci%o i 


an i 


iw k'ji 


PILES! PILES! 
PILES! ft 


Indian 1'ilc 
OSnfnicnt 
A Rlird, Bl<*f<1i ic and Jl'lunp; 
It absorbs Ihf ljjmor-, 


the ilc'isns! at once, aols as a 
gives instant relief. WillisrrciV Indian 


Oinitnont 5-. proparcd for 
Pi'os 


land it^hjnc of •'h^ pri\ato par's. Sold 
]by R. W. Smith, Newark 50 cents. 1 


In selecting your Christmas gifts, bear in mind 


that the more useful it is the more it is apprec- 
ciated. We have just the kind you are looking for. 


A FEW SUGGESTIONS: 


SKATES 
CARVERS 


Gillette Safety Razor 


And. Others 


POCKET KNIVES 


SLEDS 


CHAFING DISHES 


REVOLVERS 
RIFLES 
ROBES 
TOOL SETS 
Horse Blankets 
Knives and Forks 
SPOONS, Etc 
- 


i. 


S - 


Crane-Bliss Hardware Co. 


11 SOUTH PARK PUCE 


. ARS YOU AWARE 


that in butild'ng materials we carry 
the finest srock in soft and 'hardwood, 
well-seasoned, kiln-dried 
lumber to 


be, found anywhere, and we ^ill &il 
all orders in the most 
salisfactoiy 


manner anil -at prices that can't be 
equaled for quality. Our choice sto.-Ic 
of lumber is especially adapted to the 
wants of builders, manufacturer; and 
other consumers. 
HENRY 0. NORR1S 


FOURTH AND LOCUST STS. 


-H- 
-5-i-H- 
-H- 


nil Kinds of Toys at 


Reduced Prices 
i 
•f- 


An attractive line S 


of Dolls from Sc to t 
J6.00. 
J 
•j- 


Christmas Trees, X 


Holly, 
Evergreen ? 


and Decorations of r 
all kinds. 
T. 


CUT FLOWERS: | 


Carnations 
J; 


Chrysanthemums 
-> 


Roses 
Violets 
-> 


Lilliescf the Valley ? 
All kinds of Potted S; 


Plants. 
± 


XMAS TREE 
J 


HOLDER | 


'Sec Cat) 
Ijl 


Holds any size tree A 
securely — quickly I 
adjusted, only 25c I-I 
each. 
-:• 


MRS. J. L. MILLER 
| 


12 East Side Square. 
| 


-H-5-H-J-K~>> 


^rr^wrv^-w 


PAGE BIGHT, ff 
THE NEWARK DAILY ADVOCATE. 
SATURDAY,; DKOKMBBIl-11); J908. 


I** 


I The Holiday Season 


Is at Hand 


and HOW is Hit? time to make 
your choice of f;ifts. 
\\> haw 


a large lino of useful and beau 
tlfuJ art-ck'J 
trom 
which to 


make a selection. The linp in- 
cludes some ol the newest ideas 
in 
TOILET SKTS, 
SHAVING SKTS. 
TRAVEL! X<J MOTS, 
WORK BOXES. 
CIGAR CASES, 
PURSES, 
MANICURE, 
• 


SMOKING SKTS. 
CUFF AND COLLAR BOXES, 
JEWEL BOXES, 
BILL BOOKS, 
CARD CASES, 
Perfume in fancy boxes, 
Per- 


fume Atomizers, Military Fail- 
Brushes, Gillette 
and 
Other 


Safety Razors, Faultless Razors 
and Strops. 


FINE CANDIES 


Whitman's, AlK'gretti's, Low- 


ney's and Belle Mead Sweets. 


CUT FLOWERS. 


HORSEBACK 


INCIDENT 


HALL'S DRUG STORE 


10 North Side Square, 


Chicago. Ill . 
Dec. 19- Confinna-j 


ion ol the ir.ciuen in which Presi- 
dent RooscveK L- 
ai-1 to have be- 


come incensed at iour young women 
vho passed him while riding horse- 
back near \Varhington. is given 
by 


several young \\Linen of the National 
Park seminary, v,ho arrived here on 
.heir way home to spend the holidays. 


The girls, de>p-te the fact they had 


been n-arned they txould 
be dibci- 


jlined for talking about the affair, 
not only 
said 
the 
Presidt-n: had 


scared the four young girls w ho had 
;alloped 'past him. slapping the horse 
of one in his anger, but they declared 
Miss Ethel Roosevelt, naughter of the 
President, took a part in the affair 
severely rebuking the girls for ridinj 
he Roosevelt party too hard. Mr- 
Roosevelt, they said, finally caused 
ler daughter to stop. 


P ennsylvania 


LINES 


Reduced 


Fares 


For Christmas 
and New Year 


Inquire at Ticket Office for details 


QUALITY GOODS AT 


LOW PRICES 


We sell the best" quality Gro- 


ceries at yery 
reasonable 


prices. 


Special prices 
on 
Canned. 


Bottled and Package Goods in 
Dozen Lots. 


Try us With a Trial Order. 
Hugh Ellis, Grocer, 


14 West Church. 


JOSEPH REXZ, 


NOTABT PUBLIC. 
REAL ESTATE 


AND INSURANCE. 


Office, No. 7 1-2 "West Side Square, over 
|3ample Shoe Store. 


Deeds and mortgages written. AH fcus- 
*Iness entrusted to me will be promptly 
and carefully attended to. 


To the 
Ladies of 
Newark: 


HaTe beautiful hair. 
Tfce 


EMPRESS Instantaneous Hc.ir 
Color Restorer 
will change 


Faded and gray hair to its nat- 
ural color. 
One single appli- 


cation. 
Harmless. Guaran- 


teed under the 
U. S. Pure 


Food and Drug Law. 


J. W. Collins & Son 


37 N. 3rd SL, Newark, 


Sole Agents 


TBT GOODHAIR SOAP JXMH 
8KH. DISEASES. 


iniKD IN 
WHICH 
PKRSI- 


W;XT iu-;urivKi> SCHOOL 


GHU-S. 
* 


Miss Ktlir! A!M> Inccn^wl and Helped 


Her I'iitlit r CMvc Them 


"C'.ill Down." 


A 
V A L U A B L E 
A S S 


They have advanced in-nine at 
fte'rate'rt 10 per cent, per year for the past fifteen years, M there is no possiblty for a decrease or 
W^ 
'i in prices. 


OHIO GIRL 


Tells How the President Almost 1'r~ 


seated One of the Riders. 


Marion, 0.. 
Dec. 19—Miss Ruth 


FiSher, a local society leader and a 
student at Xational Park 
seminary.' 


Fores: Glen, Md.. 
today 
returned j 


'rom 
school and told the 
complete! 


rersion of the rebuke administered 
to a party of the school girls by Pres- 
ident Roosevelt. She state Roosevelt 
-with a regular -'San Juau" charge, 
rode into their midst wh'le they were 
OUT riding. Miss Margaret Kiersted. 
of St. Louis, was almost 
unseated 


when the President's whip struck her 
norse. 


Drawing rain after *oni3 distance 


ahead, the President awaited the par- 
ty and called them down unmerciful- 
ly for not giving 
him 
the 
-whole 


road. He was ]ater joined by Mrs. 
Roosevelt and Miss Ethel, the lauer's 
attitude being even worse than 
her 


father's. Miss Fisher condemned the 
ill-mannered actions and statements 
of the fiery sage of Sagamore. 


8 North Park Place 


Miss Xellia Jones, daughter of Mr. 


ard Mrs. J C Jones, SS Chestnut 
street, studen: at Xational Park sem- 
inary, was interviewed by an Advo- 
cate reporter this morning, but 
Miss- 


Jones, who arrived 
home 
Friclaj 


morning to spend the holidays, had 
left school before 
ihc> incident re- 


ferred to occurred and knew nothing 
of the trouble. 


V'si 
1" Hermann, the 
clothier, 
the 


Xmas store of Xewark, for men's use- 
ful gjiLS. 
Receiver's Sale of Chattel 


Property, Etc. 


COMMOX PLEAS COURT, FRAXK- 
. .LIX COUXTY, OHIO. 
The E. A. Kinsey Co., Plaintiff, vs. 


The 
Ohio Lock. Xut & Bolt Co., 


Defendant. Xo. 56057. 
By virtue of an order of sale issued 


to me as Receiver of The Onio Lock, 
Xut & Bolt Co., by said court on De- 
cember 3d, 190S, I wili offer for sale 
at ipublic. vendue on the premises ao 
cupied by the iplant of rhe said The 
Ohio Lock, Xut & Bolt Co., at Sum- 
mit Station, Licking county, Ohio, o; 
Saturday. January ifi. 1909. at 10 a 
m., the following described 
chatte 


>roperty. etc.. consisting of one nu 
machine, one Acme header, one mil' 
ng machine and cutter, one engin< 
lathe, one shaper, one threader, on* 
Smith forge, one burring machine 
one Shears, one 6-spindle nut tapper 
one steam pump, one iot tool steel 
tons nut iron. 65 kegs of nuts. *oo 
grinder, belt lacing machine, machin 
shop cools, shafting, 
coupling, pul 


li»s. belting, valves, 
fittings, scale 


and many other miscellaneous tool 
and items of stock u.«ed in r.r.'l '"or 
the manufacture of nuts and bolts. 
Appraised at $11.447. 


I will aiso offer for sale at the saip«; 


time and place th-r :ni«r«>.=t of the said 
The Ohio Lock. X-nt .t Bolt Company' 
in trio rtal estate- upon which their 


id 
plant 
is 
lo^atod. Appraised 


at ?-">"i". Terms of <?a1o cash. 


J. Howard .lone?. Rwivr. 
Wat- 


son. Stouffer, Davis & H*adley, M- 
tornejs 


WHO DOES YOUR 


METAL WORK? 


We sell an<3 pni up Molfll 


Fire-proof 
"Windows, 
sash 


and 
frames; 
M^lal Sky- 


lights, with or \vi1houl Inrns 
•;teel ceiling, 
various 
do- 


sig'ns: 
£alvsni/'-<l 
''orni^c 


work, metal 
bay windows, 


etc. 


Call 11*? KV phono and we 


will 
submit 
tiosi^ns 
an. 3 


Looes Diamonds 


In all sizes—all pure white 


and fine quality. 


Di&mond Cluster 


Rings 


Diamond 
Necklaces 


Diamond Ear 


Rings 


$18, $22, $25, $40, $85 


and upward. 


Diamond Ring's 
$10, $12, $15, $17.50, $25 


up to $375 


Diamond Studs 


$7, $11, $25, $36, $50 


[and upward. 


Diamond Brooches 


$10, $15, $18, $20 


and upward. 


tf' 


We have several beautiful 


Diamond Cluster Brooches 


varying in price from 


$75 to $185 


Diamond Link Buttons 


$5, $7.50, $10, $12, $15, $25 


THRILLING WAS 


EXPERIENCE OF 
DELIVERY CLERK 


Buckland, Employe of Wright 


Bros., at Granville, Comes Xeav 


Losing His Life. 


Granviile, Dec 19.—jano Buckland, 
delivery clerk employed at the gro- 
ery store of Wright Bros., had a 
thrilling experience on FrLday, and 
one that came near costing him his 
lite as well as that of a valuable 
horse. MT. Buckland nad loaded sev- 
eral barrels with rubbish, tne accum- 
ulations of several days around the 
store, and had driven down to the 
Raccoon creek for the 
purpose of 


dumping it into the stream. Upon 
reaching a point near tne Old Colum- 
bus bridge he backed the wagon close 
to the edge of a steep embankment 
and was in the 
act of 
emptying a 


barrel when the horse suddenly took 


notion to back. Ine 
result was 


that the wagon went over the em- 


Visit Hermann, the clothier — the 


Xma.« store of Newark for men's use- 
fm gift*. 


bankment, pulling the horse after it, 
and the entire outfit landed in the 
deep water, ten feet below. Mr. Buck- 
land managed to save himself by 
jumping. A peculiar fact is that that 
wnen the horse went 
over 
tne em- 


bankment he turned 
a 
complete 


somersault and landed in the water 
w.th the wagon on top of him. 
The 


Horse nearly drowned but finally suc- 
ceeded in setting his 
nead 
above 


water, but it was several hours be- 
fore he could be rescued. 
Ralph] 


Smoots finally went into tne water 
and cut The harnecs from the animal 
and he was pulled out of the water 
by a team of horses. It was found 
that the horse was badly injured and 
it was wi'h the greatest difficulty that 
he was taken to the stable where a 
veterinary surgeon worked with him 
all night. 


At the Methodist 
church 
Sunday 


the subject for the morninz service 
will be "Good Tidings of Grea* Joy." 
and for the 
evening 
"A Story of 


Jx»v<\" Class meeting will be h^ld at 
:<::'/> o'clock a. m.. Sunday school at 
11 o'clock. -Jun'or league meeting at 
2:::<» o'ciock. Kpworth 1/eagU" at 0:15 


habit of cutting down ^ pine 
trees 


irorn the campus grounds to oe used 
as Christmas trees. *Ehe college a»- 
thomies have sent out.the word that 
any person found cutting down trees 
on The college grounds will be prose- 
cuted to the full extent of the law. 


The members of the Junior class of 


Demson. University enjoyed, a very 
elaborate banquet at "The Little Inn" 
\\ednes_ay night. The,menu was all 
that could be desired, and at the close 
of the feast of good things edible a 
feast of wisdom and wu'.was had with 
Clarence K Brown as the toastmas- 
ter. The speakers were Victor H. 
Hoppe, Warren L Morris, John -Mitch- 
ell. Harry E. Orr and Ralph S. Camp- 
bell. 
" 
i 


The pulpit of 
the " Presbyterian 


church will be occupied both, morning 
and evening Sunday by Prof. 
S. L. 


Wiilliams,-of Denison university. 


The prospects are that the Welsh 


Bills will soon resound with music 
furnished by a brass band composed 
of some of the talented young men 
of the hills. 


The Choir 
Guild of 
St. 
Luke's 


JBpiscopal church are holding a well 
patronized Food and Fancy sale '-n 
the room in the rear of the postoffics. 


Janet Edwards of Conneaut, 


O., who has been visiting relatives and 
mends in Granville and vicinity for 
the past week, has returned home. 


Homer Myers of Cleveland was in 


the village Friday 
shaking 
hands 


REMEMBER 


PUBLIC LIBRARY 


To the People of Newark: 


Although your public library 
has 


only been open for 
three 
or lour 


month's, it has certainly proved itself 
worthy of your confidence and sup- 
port. "Of 1,500 or more volumes which 
have been purchased'1 or 
donated 


about 1200 at this writing are out; so 
you can easily see tnat we need more 
books to supply the increasing calls 
and demands that are made on us» 
from day to day. "We have a goodly 
number of periodicals on our table 
but more would be heartily welcomed 
—particularly your subscriptions for 
the Scientific American, the "World of 
Today, 
and the 
World's 
Work. 


Wherefore we hope that in making 
up your "Christmas Gifts" you will 
;enerously remember the wants of 
the Library which has .been estab- 
.ished in your midst, and make 
it 


the object of your largest and most 
liberal generosity, 
tf NEWARK PUBLIC LIBRARY. 


Dolls, Books, 
Games, Fine 
China on 
End Floor 


Dillon's Variety Store 


35 South Park, Newark, Ohio- 


' Watch Free Witlr-Erery Purchase ofc Toys?——•*•*- ~~.™»i — -.*- 


with-old irtends. 


The members of the Phi Gamma 


o rlock and prayer meeting Thursday 


Delta gave their annual 
Christmas 


party at their 
beaut'.ful 
fraternity 


house Thursday evening. The house 
was beautifully 
decorated in 
holly 


and Christmas decorations. During 
the evening Santa Claus brought to 
each one present some 
gift, which 


furn'-shed each one a great deal of 
amusement. A delicious .uncheon'was 
served during the 
evening. 
Music 


was furnished throughout the evening 
by an orchestra. 


Miss Kuth Akers of Cleveland 


visiting M1ss Marion Rose. 


Miss Josephine Carver, 
who has 


been attending 
school at 
Nationa 


Park SenT-nary, is visiting friends an 
th<» village. 


Miss Helen Cosley of Troy is visit- 


ins; Miss Jesse Street. 


Chi Psi Delta sorority -will 
enter 


tain the new girls of Shepardson thi: 
evening. 


MINISTER 


Of 


af <"harl<-MOTi to Arropt 


call From Presby 


prices. 
BAILEY & KEELEY \ 


103 WEST MAIN ST. 


New Phone No. 133. 


. O., DPC. I- 
4 -R*-v. C 


i. pastor of Grace M E. 


church. T.-Wh ha=; the larar-ct ron- 


1 a ca'l 1o ih" Strand Prp«bv- 
i cLiirfh a4 PoTl.^Tmn'li. 
?\pla:ns "hi- rhavsr of fiHh 1>j 
•5 i.hat lif nr^Tided a Prf-,1ni^r- 


S«n»5av «chool during V^ ffcildh^od: 
thP 
1 3iic aT)'ff-' 
loT=: VOoTicil io 
i^ai 


'Inirrh and th ='• tv.o Jnflu^no^- Iru - 
rm^lH proven =1rons»< 
>r ih.ih hi-* nlii- 


<T'<">n ;n .1 M"li>o<3i-,' 
f tol'rge nnj] 13 


>«>'»Ts ~p(ul in the 
M 


tr>- 


>V»r 


o'clock. 


s^voral yoirs jrjst 
^ persons 
have 


s-^nn? iin- 
lv*en in the 


SICK HEADACHE 
CARTER'S 


TTTIE 
IVER 
PIUS. 


Positively cured 1>y 
these Little Pills. 


They also rdlcv* Dis- 


tress from Ejyspcpsla, In- 
<UgtsMon awlToo Hearty 
Eating. A perfect rem- 
t>fl7 Tor Dizdaess. Kansta. 
Drowsiness, Bad Taste 
3a tho Monti, Ooal«a 
Tonsme, Pain Tn Oie SJfl«. 


IJVKB: 


tbs Bowels. 


SHALL niL SMALL OOSE 


CARTERS 
•WrTTLE 
IIVER 
g PIU.S. 


Genuine Must Bear 
Fas-Simiia 


REFUSE SUBSTITUTES. 


GIFT TO EDUCATION". 


Columbus 
Dec. 15>—Col. 
R. 
P. 


•Scott, hanker, jnven'or ant", manufac- 
turer of Cadiz, and 
car.d'dat^ 
foi 


sena'or. 
has made 
a donation 
ol 


to Ohio Statf- isniwrsity to 


yo'inp 3r«i and •women who are 


ni^ans to ootain an educa- 


CASE AFTER CASE. 


Plenty More lake This in Newark. 
Scores of Newark people can tell 


you about Doan's Kidney Pills. Many 
a happy citizen makes a public state- 
ment of his experience. Here is a 
case of it. What better proof of mer- I 
it can be had than such endorsement? j 


Amos Frey, Toboso seven miles east 


of Newark, O., says: "I'-have been! 
entirely free 
from 
kidney t trouble | 


since Doan's Kidney Pills cured me j 
over eleven years ago. Prior to that j 
time I suffered severely from pains 
through the small of my back and. 
loins which were always aggravated t 
by the least exertion. If I sat in one 
position for any length Of time, my I 
back became so sore that I suffered, 
untold misery. 
I used several rem- j 


edies, but the relief 
obtained wasi 


slight and I continued to grow worse 
until I was* in a serious condition. I 
finally read of Doan's Kidney Pills 
and as they were highly rccoaimend- 
ed for complaints similar to mine, I 
procured a box at Crayton's drug 
store. They acted just as represent- 
ed, going directly to the seat' of my 
trouble and ridding me of aM pain. I 
have always highly endorsed Doan's 
Kidney Pills and deem it a pleasure 
to do so whenever an opportunity 
presents itself." 


For sale by all dealers. Pric* 50 


cents. 
Foster-MHbarn Co., Buffalo, 


New York, sole agents for the United 
States. 


Remember the name — Dean's — 


and take no other. 
4S 


The Weller Pottery, Zanesville, 0. 


Each year adds greater attractions to our products. 


Our lines have achieved a national reputation and we Jiave 
the distinction of being the leaders in the manufacture of 
fine art pottery. 


We have arranged a large display and salesroom at the 


factory, and have on display more than twenty different lines 
of ware, represented by 
thousands of styles, comprising 


Vases, Urns, Jugs, Tankards, Mugs, Candlesticks, 
Fern 


Dishes, Jardinieres and Pedestals, etc. including a 
very 


large and extensive line of pottery 
lamps, fitted with 


leaded glass shades. 


We desire to extend to all visitors a cordial invitation 


to visit our factory when in Zanesville. 'Competent.glides 
are in readiness to conduct you through and explain the 
manufacture of pottery. It is a most interesting sight, and 
is well worth going miles to see. Hours can be spent 'roarrif 
ing around the display rbom. Factory open from 8 a. m. 
to 5 p. m. Free souvenirs to all visitors. Take Putnam 
car to factory. 


What would be more suitable for a remembrance fo* 


your out of town as weil as your city friend? Special .prices 
quoted to all from this city who visit the WELLER POT- 
TERY, Zanesville, Ohio. 


tion. 


Mrs. 


Had a Close Call. 
Ada L. Croom, tfte widely 


known propriHor of the Croom Ho- 
le!, Vaughn, Miss., says: "For 
sev- 


eral months I suffered with a severe 
cough, and consumption seemed to 


when a friend 
have its grip on me, 
recommended Dr 
covery. 
bottles 


ESTABLISHED 187ft. 


Bentley'g White Lily Catarrh Care 


has become the leafier. It's a neces- 
sity now 3n thousands of home, be- 
cause it is helpful, wholesome and 
clean. A scientific remedy. 
Strong- 


ly antiseptic and disinfectant, which 
renders it highly sanitary and pro- 
phylatic and coma;ns nothing in the 
least harmful, 
Xo opiates, cocaine 


or mercury. 
After on« trial it will 


make friends with you in spite 
of 


A prompt relief for *ore 


and ^dSf 
Ask yoar 
25c. 


King's New Dis-] 


I began taking it. and thm? ] 
affcd^d a complete cure." ^^at ^ 


Tho fame of this life-saving conph 'Druggist. 
and cold remedy, and 
lung 
and 


throat hoalor is world wide. Sold at 
Visit Honiwnn. the rloihio: 


Frank 1). Hall's drug store. 50c and Xmas sior<* of Xowark for men's nse- 
$1.00. 
Trial bottle free. 
|*nl S^1*- 
1&s 


Home-made Loaf 


The sale of this bread has passed all pur expectations. 


A pore, wholesome loaf of nutritious bread is appreciated by 
everyone. 


Our Home-made Loaf is something new and good—made 


by special process. 


The wonder is how we can make such a fine loaf to sell at 
5 c the Loat 


Order it at your grocers and if they don't handle it, phone 


us and we will deliver it to your home. 


TRY OUB CAKES AND PIES—THEY ARE FINE. 


G.H. Huber's Bakery 


61 SOUTH SECOND STREET. 


New Phone 137. 
Bell Phone Main 899. 


Jl 


Read the Advocate Want Column 


iflRDHIV! 
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SUGGESTIONS FOR "HIM" 


SUIT 
OVERCOAT 
RAIN COAT 
BATHROBE 
NIGHT ROBE 


UNDERWEAR 
HANDKERCHIEFS 


i HOUSE COAT. 


<, SUSPENDERS 
^UMBRELLA 


SHIRTS 


} CLOVES 
i HOSIERY 
| MUFFLE!. 
JLTIES ,«*.«* 


SPECIALS 


25 Dozen 


Combination ,Sets — 
Suspenders, Garters 
and Arm .Bands, 


50c. 


25 Dozen 


Four - in - Hand and 
Tecks. 
One in a 


Xmas box, 


50c. 


Men's, Boys' and Children's 


Winter Suits and Overcoats 


Reduced in Price 


$10 Men's and Boys' 
Suits and Overcoats 
now 


$8.00 


$15 Men's and Boys' 
Suits and Overcoats 
now 


$12.00 


$20 Men's and Boys' 
Suits and Overcoats 
now 


$16.00 


$25 Men's Fine Suits 
and Overcoats now 


$20.00 


See our line'of Traveling Bags, Suit Cases 


and Trunks for Xmas. 


Your Christmas Money Buys More Here 


Than At Any Other Store. 


STORE OPEN EVEEY NIGHT UNTIL 


CHRISTMAS. 


Always 


Reliable. 
ERMANN 


1B*ClOTH'IERii 
WEST SIDE SQUARE. 


Always 


Up-to-Date. 


I Moving Pictures 
••••••••••••••••••^•••••••^••••••^i' 


I 
AND 


Illustrated Address 


BY 


8, F, McDonald For Men 


SUNDAY 3 P. M. 


Y. M. C. A. 


J. V. HLLIJAKD, 


Attorney-at-Law. Practices In all the 
State and U. S. and Circuit Courts. 
Prompt attention given to settlements of 
estates. Notary Public In office. 36 1-2 
West Main street. In Wehrle Block. 


i EVANS 


THE DRUGGIST 


\VILL SELL YOU 


Anything yon want in the 


HOLIDAY LINE 


and every article is new and bright, 


as this is the first year for us in tWs 


line. Also a fall line 


Fancy Candies 


• All the leading brand* —Huylcr's 


Rcymonrs and 
Original 
AllcgreUi 


chocolates and bon bons. 


Get your Holiday Goods where they 


arc new and bright. 


SPECIAL SHOPPERS 


LUNCH. 


, We have arranged to serve a special 
shoppers lunch at 15 cents, during the 
holidays, to be served as called for 
during the entire day until midnight. 
Stop in. and we are sure you will 
be 


pleased. The following menu will be 
served: 


Chicken salad 
Potato salad 


Hot roast beef sandwtch, 


Combination, sandwich, 
Hot Hamburg bandwlch 


Ham, Tongue, Veal or Pork Sandwich 


with potatoes 


Coffee, Tea, Milk or Cocoa 


with any of the above, 15 cents. 


Regular meals, 25 cents. 


19d4t 
KUSTER & COMPANY. 


tt 
C. 
AMUSEMENTS 


MARRIED POK MONEY. 


A email audience was .given a pteas 


ant' surprise at the Auditorium tiheia 
ter last evening. 
"Married for Mon- 


ey" was not a melodrama. 
Nobody 


was killed, there were no cigaret- 
smoking Mexicans, 
no hair-breadth 


escapes from/'the teeth ot a ;b;uzz-s'aw 
or a canvas 'railroad engine—all 01 
those blood/curdlinig situations w.ere 
missing, probably .much to; the das- 
appointinent of tihe gallery Merriw,ell 
readers. 
• '" ' 


"Married for Money" is one of th» 


cleanest sholws that has played at the 
Auditorium for -poufplar prices. 
The 


story is an -interesting one, dealing 
Tvith present, day corporation mag- 
nates and" ttee private life.of a char- 
acter well known 
to the financial 


world. It tells hoiw the magnate, on 
becoming successful, 
dliscafds 
his 


wife for an actress, whom it is later 
shown, married hiim for his .mfoney 
after he had divorced his first wife 
The ,first wiife becomes wealthy and 
offers her former husband .her assist- 
ance after he.had failed in business 
and his actress has shown her real 
colors. 
Thfe play ends ,by the first 


•wife providing for her husband, y.et 
refusing to be more to Mm fhan a 
friend, because, she says, she reafees 
the different paths' for each of them 
•were correctly pointed 
out by her 


hus'band wfoen he -discarded her. 


IThe piece was very well acted. Mr. 


Kensie Biggins, as John Stowe, the 
magnate, was very pleasing 
and 


proved himself an able interpreter of 
the role, wMle Marion Sherwood, as 
his wife, Ellen Stowt, was at all times 
equal to'Che part. Miss Barasrworth, 
as Adel'le Mie-lson, the actress, did not! 
look the <part any more than she act- 
ed it. Overfwoa-ktog of the role spoil- 
ed it, and her general-,makeup 
-was 


not .pleasing .as it might have been, j 
The other characters were very satis- 
factory. -.. .... •••>., - . . . - , . - 


The .play teaches a good moral and 


presents it in good shape. 


B. B. H. 


riety of tone color at La Londe's com 
mand is shown by the unusual varie- 
ty of instruments used by the large] 
orchestra under the dire'ction ol' Chas i 
E. Scope, necessary to the proper pre-1 


malic comedy, "Jane Eyre," stands at' 
the forefront. 
II; Is au original dra- 


matic 
00110,01)11011 
of 
ClvarloUee 


Bronte's well known 
'book 
of the 


same name, by Peter G. Piatti. The! 
scenery is beautiful, tbe 'best ca'pablo,! 
and every detail has been looked al'-i 
ter to make 
a perfect 
production.! 


Tin,' sKcnes of the play, laid in Eng- 
land, are picturesque, ths characters 
are natural, bright and human, hence 
nerer depress, even hi the 
serious 


moments. 
Every part is in compe- 


tent iHirl experienced hands and 
M-Is.«> 


P.earl VV'li'ite heads the comply, "Jane 


j 


BANATT DOUGHERTY HERE. 
Danny Dou'ghei'by, the 
ex-lbantam 


weight'pugilist of the.(world, was in! 
Newark this week. 
In -fact Danny 


eft town Saturday morning. 
Be is 


n advance of Rowland and Clifford's 
'Jane Eyre," wbMi appears (here at 
the Auditorium theater on Christmas 
day. . 


WALiL PAPER-PICTURE FRAMING. 


Uall at J. H. Lanning's new -wall 


paper store to get your picture fram-' 
ing done. If you want to get wall 
paper at a reasonable, price, it will 
pay you to see my line. J. H. Ian-' 
ning, painter and paper hanger, 47 
a. Second st. (Kellenberger block.) 


12-19dtf 


KEITH'S ATTRACTIONS. 


•Newark visitors in Coluimlbus next 


week .can spend 
a couple of hours 


;ery pleasantly at the 
handsome 


Keith theater < where they wiill [witness 
some of the highest class acts' on the 
vaudeville stage. 


iCharles E. Evans arid company will 


present the sketch, "It's Up -to You, i 
Williams," written by George Arliss. j 
It- is said to ibe one of the cleverest 
sketches ever written and is a topij)}-' 
medium for Mr. Evans' humor and 
the business and dialogue go on with, 
•clock like smoothness. 
Julius Tan-, 


nen, DeCorn, The Golden Globe, Longi 
Acre Quartet and a number of othei, 
high class acts go to make-up, an ex-, 
cellent bill. The -Keith" is located on 
East Gay street just off .High street. 


Why Don't You Feel Well? 


You don't know sometimes when you 
are constipated—few people do—some 
don't know what the word means, yet 
they are in that condition. 


As soon as you feel out of sorts try 


Have you ever thought why your 
head aches—why you feel dull, nerv- 
ous, irritable, unhappy? 


Isn't it more than likely that your 
bowels or liver need action ? 
Dr. Edwards' Olive Tablets 


Learn what they do. They are the only laxative and liver tablets that 
do what calomel docs yet leave none o£ calomel's after effects. The 
result of Dr. Edwards'15 years of practice. The olive oil in them heals 
and benefits wonderfully. Try them. At your druggists—IS tablets for 
10c, 45 for 25c- In packages. 


Made by. The Olive Tablet Co., Bourse, Philadelphia, Pa. 


YOU ARE GOING TO BUY 


Stockers <n& Feeding Cattle 


THIS SEASON 


You want to buy where you can get the best cattle for the least 


money. Write or wire at once to 


J. LAWLER 


163 EXCHANGE BUILDING 


UNION STOCK YAKDS, CHICAGO 


sentatiou of the 'M G. Field'Greater 
Minstrel show tlitis season. The A-l 
G. Field.minstrels will appear at the 
Auditorium' theal&r for two perform- 
ances, Saturday/5 OEbeeniber 2 61 


'Ataong ."'the big play 'hits of 


Eyre" comes to the Auditorium tlie- 
ater Christmas matinee and nigh't. 


"MY UNCLE FROM INDIA." 
The play given Friday night at the 


High school auditorium by the sen- 
i°rs °f the school, was a pleasing 


season, Koiwfland'and Clifford's dra-*suecess and was wel1 attended. The 


Sound, safe, conservative, strict honesty and 


a square deal guaranteed. 


' , . 
ESTABLISHED OVER 25 YEARS' 
, 
.- 


REFERENCES: Live Stock Exchange National Bank, Chicago 


Any Mercantile Agency 
' 


Thousands of our satisfied customers 


We handle more stockers and feeders than any firm in the world. . A 


selection at all times. Sales, 40 to 50 loads daily. . 


Come to Chicago and we will sell direct to you, or order at once by mail 


or telegram arid "sye will ship just what you want direct to you at lowest mar- 
ket prices. Write at once for our plan of filling orders. We can save 
you money. Write us for quotations of prices before you buy. 


* 
• 
, 
. 
. 
' 
' 
• 
' 
: 


big 


play is an entertaining little comedy, 
entitled, "My Uncle From India," 
which is really the comedy, "The 
Private Secretary," under a different 
title. 
It was staged in the usual 


good taste exhibited by Miss Flor- 
ence King, and 
every 
participant 


proved an able entertainer. The fol- 
lowing students were members of 
the cast, each of whom desrves espec- 
ial mention: Sherwood Miller, Ken- 
neth Farmer, Dudley Miller, Misses 
Bessie Smith, Annette Besuden, Sel- 
ma Bieberbach, Steila Emery, Wal- 
ter Trittipo, John Baird, Paul Rus- 
seH, Doaoviii Palmer and Will Hohl. 


is the worst disease on 
earth, yet 
the easiest 
to cure WHEN 
XOTJ 
KNOW 
WHAT 
TO 
DO. Many have P«n- 
ples, 
spots 
on 
the 
skin, 
sores 
In 
the 
mouth, ulcers, 
falling 
hair, 
bone pains, ' ca- 
tarrh, and don't know 


It is BLOOD POISON. Send to DR. 
BROWN, 935 Arc.h Street, Philadelphia, 
Pa., for BROWN'S BLOOD CURB. J2.00 
per bottle; lasts one month. Sold in New- 
ark only by HALL, the Druggist, 
North Side Sauare. 
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LIED GETS FOUR VEARS. 


Dec. 
19—Fred 
Lied, 


former member of the Board of Pub- 
lic Service, who was convicted recent- 
ly of accepting-; a bribe-, was denied 
a new trial Friday', and was sentenced 
to serve four 
years 
in, . the state 


prison. 


Millions use Gold Medal Hour. 


EVANS 
DRUG STORE 


Bast Side Square. 


Newark, Ohio. 


Capital $100,000.0t 
Sarplos S10,000.00. 


TOOT Banking Bnstoen 


JANUARY 5TH 


EXCURSION TO 


NEW MEXICO 


Owing to an unexpected business 


engagement it has become necessary 
to postpone the New Mexico excur- 
sion scheduled for December 15 unti 
Tuesday, January b. 


January is an ideal time to visit 


New Mexico, the land of opportunity 
for the investor or homeseeker and 
'he terms upon which Licking county 
people may take this trip on January 
-5 should not 
be 
overlooked. 
The 


party will make but one change of 
trains and 
that at 
Chicago. Tbe 


rour.d trip is $41.25 and this money 
wi13 be refunded to all buyers of land. 


It wHl pay any one who aas a 1H- 


t3e money for investment or any one 
who Is seeking a place for personal 
activity to go to New Mexico and see 
wnat John Tucker Has to offer. 
The 


prices of this land are right and the 
terms are easy. The land is very 
productive, is located near the Santa 
Fe railway and it Us growing in value. 
One can't miss it by buying at present 
prices For full information regarding 
New Mexico land and further details 
of tbe January 5 excursion address 
John Tucker, 711-2 East Main street 
Newark, Ohio. 
d!2&19 wkl? 


. THE PRESS AGENT SAYS: 
"The Cow Puncher," a four act 


drama of the West by Hail Reid, will 
open a matinee and night engagement 
at the Auditorium theater today. , it 
is under the direction of W. F. Dunn 
and •contains many new features. The 
play is original in plot and the dra- 
matic climaxes are powerful and in- 
tense. The cast numbers 20 and is 


made up of sonic of the Vest 
artists 
in 
the 
dramatic.. Several 


unique and new specialties are intro- 
duced during 1he aictioii of the 
and the scenery and clwtrrcal 
arc the best 
money 
ca-n 


Watch for the man with the rojve. 


Visit Hermann, the clotliier — the 


Xmas store of Newark for men's nse- 
fnl gifts. 
f&s 
^ 


The orchestra and orchestra] nrn- 


s3c are said Jo toe iihe bete noir with 
.•M G. Field, fhe premier msiislrel of 
America, «t7id lie has provided gen°r- 
oijsly for the production Tie is mak- 
ing this year in the matter of strin?- 
ed. brass and reed instruments. Mr 
Fields' vocal director. Paul I^c T/ondf, 
ha? a unique coniinand of hamon;- 
and counterpoint, and he ha? inter- 
woven into the splendid spectacle an-1 
thrillingly heantifnl fir?t part of this 
year's minslrel show, r:ch and inani- 
fold textures 
of modern orchestral 


compositions. The extraordinary va- 


f. 
< 


"I used Cascnrets and feel like anemcan. Ib9V9 
been o sufferer from dyspepsia and sour stomach 
for tlie lust two years. I have Tjeen taking medi- 
cine and other drugs, but could find no relief only 
for o short time. I will recommend Cascarets to 
my friends as the only- tiling for indigestion ana 
sour stomach and to keep the bowels in good con- 
dition. They are very nice to eat." 
Harry Stuckley, Jlauch Chunk, PE. 


Pleasant, Palatable, Potent. Taste Good. Do Good, 
Never Sicken. Weaken or Gripe. lOc. 25c. 50c. Jjerer 
sold In bulk. - The Genuine tablet stamped C C C. 
Guaranteed to cure or your money bncfc. 


Sterling Remedy Co., Chicago or N.Y. 539 


ANHUAL SALE, TEN 


THE W1A51OKD BHASD. 
Ast y«wr jUrceBlat jbr 


i'Kls in Red and GoM ir:cE!Hc\ 
boxes, sealed -with B!ne Ribbon.- 
Tulio no other. Buy of your v . 
J>rnt:irl»t. Ar,kf(.rCF«I-r:I[E8-TE£'Si 
MAMOND KJIA.NW 1>HA8, for ZS; 
yore kno-ra as Best, Safest. AbraysRcHabI* 
SOLD BY 9R!JGGIST-S EVERYWHERE 


JOHN M. SWABTZ, 


Attorney-at-I^aw. 


Practices In all courts. 
"Will attend 
promptly to the business entrusted to 
him. Special attention given to collec- 
' tlona, administrations of estates, accounts 
o.£ administrators, executors, guardians 
and trustees, carefully stated and at- 
tended to. Special facilities for obtaining 
patents in all countries. 
Office over Franklin National Bank. 


DR. J. T XEWIS, 


Dentist. 


Office. 42 1-3 North Third street New 
phone 818. Res., New phone 9942 'White. 
Teeth extracted without pain; gas and 
vitalized air with oxygen used when de- 
sired. Work guaranteed. . Office hours, 8 
to 11:30 a. m., 12:30 to 5 p. m. Open "Wed- 
nesday and Saturday evening from 7 to S; 
other evenings and Sunday by appoint- 
ment 
- 


•T 
! *• 
t 


* 


Gliristmas Suggestions I 


Toilet Sets, 


1 
Manicure Sets, 


* 
Smoking Sets, 
? 
Meers-.haum Pipes, 
S 
Briar Pipes, 


J 
Tobacco and Tobacco 


4- 
Pouches, 
t 
Perfume 
in 
Fancy 


± 
Packages, 


4- 
Lowney's Chocolates 
J 
in Boxes, 


f 
John Holland Fountain 
? 
Pens. 


S 
Pocketbooks and Card 
j 
Cases, 


•f 
Razors and Shaving 


JL 
Sets. 


j; 
We have a nice assort- 


•f ment of useful articles at 
Z reasonable prices. 


Ii 
_s_ 
4- 


tTTI 
i 


MU. AL. <;. PiF-:!,l) AXO HI.S T\YO F AVOi-irfE 1>OO: 


1C4. 


• TrI 
i 


A. F. Crayton & Co 


DrnggUts 


TRT GOOBHAIR SOAP IOB 
SKIN DISEASES. 


JLs. 
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1*. a wondortul proposition \\hen you can get the 
lurs that \\<t include in this lot—Grey Squii'.el, 
CJ'-ey Jvrc'isniers lov joung ladies. Blended Squirrel, 
Brown Cones s -UK! Xear-Sealb—in si?es 34, 36, 
38 and 40. 
The lurs are all Iiigh-grade and the 


price it. so lo\\ that it looks eloquent to jou, if jou 
know austhing of fur 


The Jur thi'fs the sensation of 1908 is also being 
oflered at the lo\\ prke of ?U9.00 with (he Ions; 


Black Ponv Co.it at S4S.OO. 


All colors in all sizes, but you'll hate to come Satnr day. White 
Black, Tans, Xiles, Pinks, Xavj's. Yellow, Sky-blues, 
B^own* 


and Smokes. 
All pore silks, as 
heavy 
as 
the S1.50 val- 


ue-. Double heels and toe*:. A nice stocking for our Christ- 
mas leader. 
§1.00 a pair. 


These u e made of the warm wool Eiderdowns—satin 
bound, 


and wirh daintj touches l:cre and there of contrasting colors 
-nit/, girdles to match, in Tans, Reds, Blues Greys. Helios and 


User 


It i^a't r.iiirh trouWe to get the new foreign handkerchiefs in the higher pi-ires, but 
to gx-t them at 2 for 2oc will surprise yon. 


Tins shipment of these new values are just now opened ai:d we will gi^e you 


tl.e ussissiK'^t loc handkerchief jou cier saw 


All-o\er pjiibroidrred drsisrtis in bar-. Colored bar s in d'-ts and fancy designs in colors Little dainty 
(heck*- with haaidlooin embroidery. 
Keaiiiy embr oidered Swiss embroideries. Floral bars in white 


outline. All j'jirr linen with all around embroidery. Hand efferts in the Armenian Myles, plain white 
t«i e edac-. m JMHV linen. Initials on all linen with embroideied corners. 
And then all the staple 


effect* <-uch a-* plain linens, etc. 


in and See Christmas Saturday 


BANK CLERK 


HAS SKIPPED 


AlXJl'ST SOHKKWEH OF I<X>KKIGJ 


EXrilANXjK HAXK T YKKS 


KltKNCH 1,K V\ K. 


He Also Take* Ortniu Funds Iwt tlu 


Amount Cannot IK.- .W-crtiuncd. 


IJnnk Will Make Good. 


Se\eral days ago a mild sensation 


was created by, the report that a wei 
Known business man luct left the citj 
and that nothing was known of l 
whereabouts. ' The 
mysteiy is 
ex- 


plained by tiie tollownigr card irom 
Mr. O. C. Jones, manager or the For 
eign Exchange bank 01 this C ty. Mi- 
Jones said- 


"I was called out of ttie city Tues- 


day morning, xind leit ou 
an 
earlj 


morning tram Before leaving I called 
at the Foreign Exchange bank to tell 
my cleriv. _\ir. August Schieiber, tii 
I would be gone fo'- several days, and 
',f he needed me to 
call 
up 
John 


Uroce s steamship offices in Columbus, 
as I am associated with Mr. Grace in 
conuiicKng the steamship 
offices 


.Newark in connection Wth the For- 
eign ^Kxchange bank. On my return 
home Wednesday I found 
tuat 
mj 


trusted clerk had disappeared, taking 
with him. as I supposed, the key TO 
the Foreign Exchange bo-? m the safe. 
1 have baa experts work on me safe. 
-ying to gee U open, ior two days 
and this morning -eceived word from 
Stephan Schreiber, brother of the 
missing man, giving me the informa- 
tion as to -where I could find the kej 
to the box in the sate. The informa- 
tion regarding the key-'was tound to 
be correct, and the kej was found in 
a box in another ^art of the office, 
having been hidden 
there by ilr. 


Schreiber. 
With it the box in the 


safe was unlocked, 
I found 
every- 


tn.ng intact, with the exception of a 
number of draf's, waich he had sold 
and received the money, which dratts 
were to be sent to Europe, the pro- 
ceeds to be used by 
the 
recipients 


across the water to 
buy 
Christmas 


presents. I hare notified all the New 
York offices with which I do business 
to pay all the drafts issued by Schreib- 
er, so that the people on the other 
s de of the water will not be disap- 
pointed la receiving their Christmas 
presents. I do not care to state the 
amount of Mr Shreiber's theft. I hope, 
when I meet the man who has done 
me wrong, That he 'will explain to me 
what he has done with the money. 
Any one having claims 
against 
me 


connected W th this Transaction, con 
haie them properly adjusted by call- 
ing -at the bank under the postoffice. 
I wish this statement signed by Jones 
& G-roce, by O C. Jones.'' 


Only Four Shopping Days 


Till Xmas 


, 
\ 


Holiday Stocks at Their 
Best Here Monday 


THOUSANDS of new, useful and appro- 
*• priate Xmas gifts will be ready for you to 
choose from here Monday, as many New 
Holiday lines have just been received; all 
bought in the last few days for much less than their real value. You 
will find a store full of surprises here 
v ever> day. 
Wonderful assort- 


ments of practical and sensible gifts for every one at this great Xmas 
store at just what you wish to pay. 
Shape up your final Christmas 


plans—wind up your Holiday shopping here Monday and avoid the 
tremendous Holiday rush of the remaining shopping days before Xmas. 


East 
Side 


S q u a r e 


Store Open Evening's Until Christmas. 


MEYER & LINDORF 


prosperous one for many, and Chiist- 
oias for many families in Xewark wild 
be a sad affair, but notwithstandin 
this fact, the spirit of Christmas is . 
the air, and tha fond remembrances 
ire filling every available s<pa-ce in the 
offices. 


Extra wagons will be used and ex- 


ra clerks will be employed to handle 
he Christmas business, and the pack- 
Lges are being sen't to their dest na- 
lon DS fast 
as they can 
be "waj 


billed" £nd taken to the departing 
rains. 


iBoih the Adams and United States 


jffiees will be open Sunday to accom- 
modate the people who may wish to 
end express to foreign points. 


HOWS THIS? 


For an early breakfast, nothing so 


fine as Mrs. Aust'.n's buckwheat cakes. 
Fresh goods now at your grocers. 
5 


Santa Says: Tne largest and oest 


stock of Caristmas umbrellas 
at 


Hermann s, the clothier. 
f&s 


XMAS RUSH 


IS NOW OX AXI) EXPRESS CO3I- 


TAXY OFFICES ARE JJISV 


PJjACES. 


\Vorkinj? I>ay and Xight to Handle 


the Business—Will Keep Open 


Sunday. 


TYPBOID FEVER 


v>airt cr>. ili.f ]f, ]-2 North 
Pnono 71"1 K"i 


ly^t \V D GilrK-it urdf1 joj.' Firr, 


oi,r <or.-nnje-'- i i 3T, 3-2 V,*f-t Main street. 
12-11-tf 
<. ~h to 
id new, that we will <3o or<r V=i jn 
r-^i'in*: spr.ns 
wa*£r 
dc • rred on 


rsio Ail 
r or 
trff 


;o public places 
Chalybeate 


XTjia^ --lore of X^ 
fnl sifts 


for men 


Read the Advocate Want Column 


Ths ChnstTuas ru.=u is ou and the 


offices of the 
Adams 
and 
United 


States express companies in X*wark 
ire about the busiest places in the 
city. 
Great piles'of express for de- 


livery to different residents in Xe^v- 
ark, are received on every train, ana 


' from noiv on until 
after 
the "big 


' day" the employes of the two com- 
pan es will work practically day and 


, nigh*. 
j 
Hundreds of packages and Iwxes. 


of all shapes and sizes are being sent 
from Xewark to every part of the 
coumry, "and to other countries, for 
it is tho one day that is celebrated in 
every 'and. and js dedicated, at leasi 
in modern t:mes. to the exchange o2 
rifts. 


The past year may not have been a 


We offer One Hundred Dollars Re- 


ward for any case of Caiarrh that can- 
not be cured by Hall's Catarrh. Cure 


F. J. CHENEY & CO., loledo,,O. 


"\\ e, tbe undersigned, have known. 


F. J. Cheney for the last 15 years, and 
believe him perfectly honorable in all 
business transactions and financially 
aole to carry oux any obligations made 
by his firm. 


V\ALDINa, KIXNAN & HARVEST, 


Wholesale Druggists, Toledo, 0. 


Hall's Catarrh Cure is taken inter- 


nally, acting directly upon the blood 
and mucous surfaces of the system 
Testimonials sent free. Price 75 cents 
per bottle Sold by all druggists. 


Take Hall's Family Pills for Consti- 


pation. 


BRIDGE LETTING. 


Newark, O, Dec. 4th, 190S. 


The County Commssioners of Licking 


county, Ohio, will receive sealed prposals 
at their office in the court house at New-_ 
ark, Ohio, until 12 o'clock, noon, January 
llth, for performing the labor and fur- 
nishing the material necessary to ths 
erection of the super-structures for two 
bridges, namely the Taylor Koad Bi.<I?e 
o\er the South Fork of the .Licking Cieirk 
in Union township, the Columbia Center 
Bridge on the Columbus Road in Lima 
township. The plans and speciric-itlo'jb 
are on file and may be seen at the ofi.ce 
of the County Auditor during business 
hours of each business day. Contractors 
may submit proposals on plans»>ther Irr.n 
those on file and they will be considered 
by the Board of County CommUs'imers. 
A certified check for ten per cent of the 
amount bid must accompany each pio- 
posal as a guarantee that the bidiir -.ill 
enter into a contract tvitlun five days 
Blank forms upon which bids mnst ba 
made will be furnished upon apol cation 
to tho County Surveyor. 


Xhe right is reserved to reject a:iy or 


all bids. 


By the order of the Eoard «,f County 


Commissioners. 


J. N. "WRIGHT, 


County Auditor. 


J. I,. G1LPATRICK, 


County Surveyor. 
tSt-4i 


SPECIAL 


FOR 


25 Dozen 


Men's Lisle Suspenders 
in single Xmas boxes 


ONLY 25c 


25 Dozen 


Men's Silk Neckties in single Xmas boxes 


ONLY 39c 


Your Xmas Money Buys More Here Than 


At Any Other Store 


Store Open Every Night Until Xmas 


Always 


Reliable. 


Always 


Un-to-Date. 


WliST SIDE SQUARE. 


| 
t 
? 
* 


A N E L G I N W A T C H 


Absolutely FREE with a 


$15,00 SUIT, OVERCOAT OR GBAVENETTE 


This proposition is right. 


? 
•5- 


± 


•r 
* 
•3- 


ErDn DO Ej 
& 


ADVOCATE 'PHONE 


In cshfng tho Advocate by In<3c-- 


P*ndent telephone, please note tbi» 
change- 


Xo. o9 for the Editorial D<-part- 


Xo fil for the B«Mn««s Office. 
K.ndh mike not" of the change 


Tr the directors bnng'ng by your tel- 


hope, and 
for 
improved 
service 


plea.se ask for the right number, 
tf 


NEW MONEY FOR 
GHRISTMAS 


If You Intend to Give Money to Anyone for a Christmas Gift, Call at Our Banking House in the 


Newark Trust Building and We Will Furnish You With 


Nice, New, Grisp Bills or Gold 


Looks much better for a gift than old money. But why not start a bank account for someone— it is much 
better than giving money. The custom of giving Savings Bank Books as Christmas presents has started 
many people in the habit of saving money. You can start a bank account in anyone's name with us for 
any sum from $1 up. These accounts draw interest at the rate of 4 per cent compounded semi-annually. 
THE NEWARK TRUST GO. 


$200,000.00. 
SURPLUS $100,000.00. 


! 


"i •> 


*», 


^ 


